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“MAGNOLIA METAL CO., 


| 266-267 West St., - - 





The Modern Stove Polish 
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A Review of the American Hardware Market 
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MAGNOLIA METAL 

Important 

Infringe- 
ment 


=~ Decision. 
SEE PACE 70. 





OWNERS AND SOLE MANUFACTURERS, 
New York. 
Chicago Office, Traders’ Building. 


ATLAS woos HOOK. 


BRADLEY 














FIRM, RIGID 
AND STRONG. 
Strongest 
and Lightest. 
Low in price. 
Handsome. 
Send for sample. 


Send for prices. 


Atlas Mig. Co, 


New Haven, Ct, 


= FITCH SASH LOCKS qa 

Give unqualified sat- 
isfaction; and en- 
dorsement by repre- 
sentative Architects 
and Builders every- 
where insures a 
ready sale by the 
Hardware Dealer: 
Give them a trial. 
Small and large sizes, in all 
finishes. Catalogue and 
Price on application, 


THE W. & E. T. FITCH CO., New Haven, Conn. 


brown & Sharpe Mfg. Co. 


MACHINERY & TOOLS. 
PROVIDENCE, R. |. 


Centre Gauges 


With table for determining the 

size of Tap Drills for 64° V 

threads UNITED STATES, 
WHITWORTH or 
METRIC STANDARD. 








Can be furnished tempered or 
not tempered. 


SCREW PITCH GAUGES. 


quickly ascer- 


DEPTH 
OF SHARP 
THREAD 


ai Convenient for ( 
niall taining the pitch of a thread. 


= 
a Made in three sizes: 
No. 20, 9 to 40 pitch. 
No, 22, 32 to 74 pitch. 
No. 25, 2% to 20 pitch. 


For Sale by Leading Hardware and Supply Dealers 
throughout the country. 
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xnows that a Stove Polish 
ANY DEALER which other manufactur- 
ors try to imitate, is the Polish for him to 

sell. The enormous sale of 


Enameline 


Proves that dealers are friendly to it, and 
that consumers will a no substitute 
for ENAMELINE. Why? Because it’s 





Is 




















Agents, HARTLEY & CRAHAM, 
313 Broadway, New York. 


Jee W rite for Complete Catalogue and Try the Experiment. 


THE UNION METALLIC CARTRIDGE CO., 


U. M. C. Ammunition 


TOO GOOD TO KEEP. 
The Popular Demand For 
UU. M. CGC. 
LOADED SHELLS 4% 


CARTRIDGES 


Will Empty Your Shelves 
Before: You Know It. 





Bridgeport, Conn. 





THE WASHER USED IN___ 
STANLEY’S 
BALL-BEARINCG 
STEEL BUTTS 





THE STANLEY WORKS, 





You can’t wear the butt down. 














is so constructed 


\ that it will not 
j/ come apartin 

using. . . ' 
Send for Booklet. 


NEW BRITAIN, CONN. 
DEPT. D. 729 CHAMBERS ST., NEW YORK. 











THERE Is Not SPACE HERE 





TO DISPLAY THE TOOLS YOU WANT. .. . .- 


THE STANDARD TOOL CO., 


Clevelan: , Ohio. 





Send for Illustrated Catalogue. Mention ‘‘Hardware.” 


94 Reade 3 
London, 


New York. 
: C. W. Burton Griffiths & Co. 


Paris: Jos. “Jolliet, 68 Rue des Marais. 





WHT — 
EVERY SPORTSMAN 
SHOULD USE. 


PACE 32. 





S. 8. Patterson. Francis Harral,. Walter R. Gray 
THE LEADING JOBBERS OF BARGAINS. 


Patterson, Harral & Cray, 
Specialties from Auction in 


AND HOUSE FURNISHING HARDWARE, 
85 Chambers 8St., New York 





BRAIDED CORD. 









SAMSON & MASSACHUSETTS 


Brands. 


Samson Cordage Works, 


BOSTON, 


df 
Send for Aaa. 


Samples 





MILLER & VAN 


etl WIRE AND STE 
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HARDWARE, CUTLERY 
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HIGH GRADE_» 
pechscchttat SOUR? 


OF 
QUALITY. 


BELTING, PACKING, TUBING, SPRINGS, 
VALVES, GASKETS, MATS, MATTING, HOSE, 
@ Send for Catalogue, Samples and Prices, m~ 


N. J. CAR SPRING & RUBBER C0, 


MAIN OFFICE, 


7G S/S S/S SESE SE 


Jersey City, N. J. 











For THE SCKANTON 


NAIL PULLERS 


Write J. C. McCARTY & CO., 
“®10 Warren-Strect, NEW YORK. 
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L’HOMMEDIEN snir auceKs 2 BITs. 
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ESTABLISHED IN 1818. 


Ask for the L’Hommedieu Brand. : 
of the Ship Auger industry in this country. Sold by the trade generally or ‘ 


G. E. JENNINGS & GO.., 79 Reade sireet, new York. : ee 


fa Va\araa\e aretera\ereXarea GX 





L’Hommedieu was the founder 
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139 GREENW ICH STREET, 
NEW YORK. 


_ STEEL WIRE NAILS. 


Iron and Steel 


CUT NAILS. 


Plain and Galvanized Wire. 


BARB WIRE. 


Wire Straightened and Cut to length. 


Made by 


























Sold by all! 
Hardware 

and Tinner’s 
Stock Jobbers. 








Our 1808 Catalogue of Cork Screws, Cork Pullers. 
Lemon Squeezers, &c., is now ready. Write forit, 


ERIE SPECIALTY CoO., Erie, Pa. 





ESTABLISHED 1857. 
WALLACE BARNES, 
Manufacturer of Flat, Coiled and Wire 


Steel Springs of Every Description. 


6END SAMPLE FOR PRICES. 
BRISTOL, - - CONN. 
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PATTERN LETTERS 


For Iron and Brass Castings. 
Various Styles and Sizes. 


For Machines, Bridges, Tablets, etc. 7) 
PRICE-LIST TO APPLICANTS. ! 


HEBER WELLS, 
157 William St., NEw YORK. 

































DUNBAR BROTHERS 
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Parlor Door Hanger 


Send for Cataloguc. 


LANE BROTHERS, 


Poughkeepsie, N. Y. 
: a 
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of Buffsin the 


DIVINE BROTHERS, 


E. H. MANSFIELD CO.,, - - 


i. 


HIGH GRADE 


Buffing - Wheels, 


Large variety, adapted to every class of a 


Patent Sewed Buffs. 
The finest in the world.@® 


We are the largest man: 
nited Sta: 


Write for Catalogue and prices. 


Pri. 


UTICA, N.Y, 


WESTERN AGENTS, 


THE HANSON & VAN WINKLE CO., Chicago, i, 


NEW ENGLAND AGENTS, 


Boston, Mass, 
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chain block. 





ESTEY WIRE WORKS CO. 


NO..65 FULTON ST., N. ¥. 
MANUFACTURERS OF 


WIRE CLOTH and WIRE WORK 


Of Brass, Copper, Iron, 
Galvanized and Steel 
Wire of all meshes and 
grades. For Mining, 
Milling, and all other 
purposes. Locomotive 
Spark Wire Cloth, &c. 


Coal and Sand Screens, Riddles for Export and 
Foundry Use. Galvanized Twist Netting, Wire 
Window Screens, &c. a 


cut the rope. 


the load is to be 
“T have tested 


find it the most 
and reliable eee 
of. 





For Bank, Office anc DEBES, 
Counter Railings Supt. of the CG. Cooper Co., 
, Mt. Vernon, O. 

Wickets, Grills, etc., ir 
Brass Bronze, Oxi- ‘Adopted by the Penna, K.R. Co. 
dized and other effects Send for circulars and prices. 
=< Enclosures. _. THE... 
Cc. 
BURR MANUFACTURING CO., 
$23 Society for Savings Bida., 











Satety Lift Block 


A Periect Self-Locking Rope 
Tackle Block. 
Runs as freely as an ordinary 
rope tackle block. 
olds more securely than a 
Locks instantly and does not 
Allows the load to be lowered 
safely and slowly, the operator 


using only one hand. 
Cannot stick nor jam when 


locking Steel Tackle Block and 


Cieveland, Ohio, U. S. A. 


eS 


ee ee ee ee Oe oe Oe Oe Oe ee VA 


THE BURR PATENT 


lowered. 
the Burr Self- 


sige quick 
Wit I know 


a 
i a a i i a a a i ai an a a a a es i ee 











STAND'D 
HEAD 
8 

























Ausable Horse Nail Co., 


10 MURRAY STREET, NEW YORK. 
THE ORIGINATORS OF 


Hot Forged ° Hammer Pointed Nails 


IMITATING THE 


Old Fashioned Hand Process. 
FAC-SIMILE OF AUSABLE BOX AND BRAND. 









Genuine Ausable Nails sre pecked in boxes bearing their 
FULL NAME and Trade Mark. 







































WILLIAMSON’S 


DIRECTIONS FOR USE: 


No. 7042, 
No. 8042, 


NEWAREH, N. J- 


HAND POWER CORK SCREW, 


Pulls the Cork out of the Bottle. 


KEEP ON TURNING, DO NOT PULL. 
Bronze Cup, Maple Handle $7.50 per 102. 
Nickel Cup, Maple Handle $3 00 pei (102. 


For Discounts and other Styles send for Catalogue. 


C. T. WILLIAMSON WIRE NOVELTY CO.., 


“~®Manufacturere of Wire Specialities for the Trade.® 
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Represent 35 Years of Experience in 
File Manufacture. 


5 Factories. : ‘ ‘ P 76,800 Daily Production. , . | 1] C 


NICHOLSON FILE CoO,, 
PROVIDENCE, R. I., U S. A. 
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CHAS. J. STEBBINS. 


’ a —— 
A | | y ron & Steel Cut Nails 


STEEL WIRE NAILS. 


Ts ceneaeeneiaa EE aad 


A Large Stock Constantly on iand for Immediate Shipment. 
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E. I. Dy PONT, De NEMOURS & CO., alana aa 


WILMINGTON, DELAWARE. SUBSTANTIAL REDUCTION IN PRICES 
SUN POW DER. 





—_— OF 
Du Pont’s Crystal Grain. 
Unequaled in strength and cleanliness, GOSHEN SWEEPER C0 iS 
Du Pont’s Eagle Ducking. i 
Unsurpassed for penetration and pattern, burning slowly, strong 
Full Line of ™ 


and very clean. 
Du Pont’s Choke Bore. 
Specially adapted for Prairie and Upland Shooting; burns slowly, 
strong and moist; gives gocd penetration with a close pattern. 
Du Pont’s Rifle. 
For general shooting, either in muzzle or breech loaders, 
“VeG.P.” NEW TRAP POWDER. “V.G. P.” 
A new powder for Trap Shooters and others. Very regular in 
grain. Moist, quick, clean and strong. 


Du Pont’s Smokeless Powder. 
Regular pattern and high velocity, with low pressure. Try it. 
Load same as Black Powder. Directions on every wrapper, 
MILITARY POWDER and GUN COTTON 
Of a quality to meet requirements of U. S. Army and Navy. 
MINING AND BLASTING POWDER. 
—Send Postal for Illustrated Catalogue. 


High = Grade = Sweepers. 
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Sole Manufacturers ofthe ... 
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TH | > 
' | CELEBRATED Cam (ACTION. ? 
| Lh . . « . Alsoa full line of : 
a =I 3 7 & 
== Ia = “Broom Action Sweepers.» #¢ 
: = Every Sweeper bearing the name GOSHEN Pi 
FRANKLIN S. MILES = Guaranteed. Write us for new prices before % 
MANUFACTURER OF = 4 placing your order elsewhere. : 

H = » 

Brass, ron, Steel and Gorman Siver = aE: GOSHEN SWEEPER CO., : 
All kinds of Spu sial Screws. . . CRAND RAPIDS, MICH. ~ 
205 QUARRY 8ST, = = PHILADELPHIA, PA, Se. actimniaaninsitaididieaal 
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SUULL WI SORD ALL 


or DEALERS 


3000 SHEET ROLLS. 
et FINS IIMEST QUALITY. 


Ane PWS? #100 
RQ ‘ 
= Paper H Y. DF R CASE: : 


HAHN’S LATEST IMPROVED 


OY Nrncearer week aresoumce Of acc 
Plymouth Rock 
~ Soles 


SS S- 
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Highest Award at Columbian Exposition. 

This Clock is neat, peg cof reliable ana very durable. 

Cannot be tar pered w vith Price moderate. Is adapted for six 

or twelve stations, having - di ffers oat key foreach. Registering is 

done by number from 1 to 6 —nd z to 12 , each station having its 

number. Nochance foraf fraudul- -_ record here. O'd style de- 

tectors mark by betes « or an impression on dial, the s same for all 

stations Allowance made “or oi ‘d Detec ‘tors. Send for circulars, 

prices sand ft rthe 2r particulars 


NANZ & COQO., 116 CHAMBERS STREET, NEW YORK. 


‘ORDNER IVF’Q Co., CLeveLanp, Onio. 


Manufacturers of the 


PAR AGON - ea gaamnae and 


MOST SIMPLE AND DURABLE. 

















NOT THE FLIMSY —q 


but reliable taps for a little money. 
"GET OUR PRICES. -# 


THE ROOT BROS. CO., 
Plymouh, Ohio. 








Root’s Cobblers’ Sets. 


The Best Selling and Most 
Popular Goods Made. . . 


GET OUR PRICES. 


Write for Prices and 
Descriptive Circular 
to the Trade. 


OFF iz 








HOME OFFICE, 


* 394 Canal St, Fs City. . ® 249 Genesee Ave., Cleveland, 0. 
‘Seececececeececeececececeeececeeeececeeeeecececeeeeeee fe 
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Fine Sib" EASTER 
ETE OUTFIT FoR CENERA 
N 


3 < RC 


> ¢ OXOMY = 


reape COBBLE 


¢ JUST OUT! 

OUR NEW CATALOGUE OF 
¢ Shoe Findings 5 SaddleryRardware. 
SEND FOR IT. 


u 


oe ADDRESS THE ROOT BROS. CO., 
EuectRos, Plymouth, Ohio, U. S. A. 


KS Pras ae BD) Meso ( Ne Cy Vor ( AK ( & 4 ALFTO, NES Originators and Sole Manufacturers. 
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¢ Fifty Millions? 


YES! 























That’s about the number of 


Champion Barrows 


In use in the world and there’s more to come. 
Better have a few dozen. Finest goods made. 


BRYAN MFG. CO., Bryan, Ohio. 
—AAAA A 
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Disston’s puperior Files. 


The Steel used in these Files is manufactured by our 
own steel works. They are cut by skilled mechanics on 
our own improved machinery, hardened by a special 
process which insures an even temper. 


Each File is carefully inspected before leaving the factory. 


We Guarantee the quality of our Files to be equal to 
that of our Saws. 





IF YOU CANNOT BE SUPPLIED WRITE US. 





Highest Award given our Files wherever exhibited 


—ee—eeeweeeooreee ee ee ee ee ee ee ee ee Oe 


Henry Disston & Sons, Incorporated, ¢ 
Philadelphia, Pa. 
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ALL ARE PROFITABLE GOODS. 


Dixon’s Cycle Yhain Graphbites. 

Dixon’s Lumber Pencils. 

Dixon’s Zarpenter Pencils. 
Dixon’s Silica Graphite Paint. 

Dixon’s Lubricating Graphite. 

Bixon’s Pipe Joint Compound. 

Dixon’s Belt Dressing. 


These goods have made money for other dealers, why 
not for you? Let us send you our Catalogue. — -- 7 


JOSEPH DIXON CRUCIBLE CQ., JERSEY CITY, N. J. 
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TIT, ge, DONT YOUR BUSINESS NEED A LIFT? 


WARNER ELEVATOR MF6G.Co. @incinnali.Ohio 


: | Mare ELECTRIC,HYDRAULIC HAND AND OTEAM. 
: SS We Have 3000 RUNNING 


CRITE FOR INFORMATION Boon N? 40. 
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Graham Grooved Shank Sys- (& 
tem of Chucks and Drills. “22 


- + » SEND FOR CATALOGUE. 
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“4 PLAINVILLE OWNS “SPRINGS U 
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E, S. STILES, 
Treas & Gen. Mgr. 


PRESSES, 
DIES, 
DROP HAMMERS, 
POWER SHEARS 
AND 
SPECIAL 
MACHINERY. 


Ye | 
Correspondence 
Requested. 
<€-e~D 








Every family should usethis_ - 
“SHAVE,” illustrated; can be 
quickly changed into an Awl. 


Crushers 


For Ice Cream Manvufacturers 
take the place of power crush 
ers. Are used extensively... 


WARRANTED TO PLEASE 
Bi) Ice dealers say our 


Cart Shave 


is superior to all others 


PARKER ICE TOOL CO., 


WORCESTER, MASS. 
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Flint Paper 
Garnet Paper 
Emery Paper 
Emery Cloth 


Sand 


Reams and Rolls 


HAIR FELTING for covering Boilers,Steamans 
Water Pipe, and lining Refrigerators. 





BAEDER, ADAMSON & CO 


730 MARKET STREET, PHILADELPHIA. 
67 BEEKMAN STREET, New YORK 
143 MILK STREET, BOSTON. 

162 LAKE STREET, Cwric.go. 
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We Make Faucets —ma_> 


That measure a pint, a quart or a gallon accurately. A 
Barrel Drainer that adjusts automatically to fit in the 
bunghole. No bung borers needed and no molasses 
wasted. Coffee, Spice and Drug Mills that grind as you 
like it. Draw Cut Tobacco Cutters that do not squeeze 
through, but cut with ease. Our goods are second to 
none. All are fully warranted. Send for Catalogue 











to ~© 
NATIONAL SPECIALTY MFG. CO. 
, No. 3 Mill. 
Tobacco Cutter. Lehigh Ave. and Third St. - PHILADELPHIA, PA. 








THE “FERRACUTE” 
PRESS > (FOOT and POWER) 
DIES, ann otner Sueet Metat Toots 


GET OUR ILLUSTRATED eiemnienien, ; ARE BEST. 


FERRACUTE MACHINE COMPANY, BRIDGETON, NEW JERSEY. 


THE “NEW EASY” LAWN SWING. 


t=" Most perfect and easily operated Lawn Swing on the market. Made of 
the very best material, attractively finished, automatic in operation. The 
backs of the chairs are adjustable so they can be set up straight or inclined 
at any angle you wantit. The platform that the feet rest on is also adjust- 




















able. 
Dimensions. 
Total ground space occupied, - 10 ft. x 4 ft. 
Length of foot rest - - - 2ft.10in. 
Width of foot rest, - - - 1 ft 6in, 
Height of back above sez at, - - 2 ft. 8 in. 
L ength of the four large uprights, - t1oft. each. 


THE ** NEW EASY”' isa good. strong and substantial swing, can be taken 
apart and moved in a moment’s notice ; arranged to fold up like a Jack-knife 
and put away for the winter, oceupying but very little space. Its adjustable 
features make it a combined sw ing and hammock, especially adapted for the 
Park, Lawn or Veranda. Nicely painted and attractively finished. 


























Price to the Trade, $3.75 each. Weare Centrally Located 
--- and Get the Best Freight Kates.... 


= K// SESS S\ The Strobel Manufacturing Co., 
SSS MARION, OHIO. 
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The Coburn Patent Trolley Track The Coburn Patent Trolley Track 
¢ 
VY wa i 
+ Overhead Tramway ¢: # Patent Rolling jadder Systems 
Furnished complete with straight cp.) a skenp Over 10.000 in use in the United States. 
and curved track, switches, frog FOR m FoR Roll suspended from — or facing 
brackets, single and double carriers, BOOK. . BOOK the shelves. _— 
THE COBUKN TROLLEY TRACK I1FQ. Co., H&LYSKE, MASS. 
MAAARARALRALS eae en NIRS NINA ALLIS OL OL SL LO 














LACQUERS 


CYANIDE POTASH. 
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5 SMOKY CHIMNEYS CURED. WE PAY THE FREICHT. 


( 
», Che Pancoast Ventilator——— E 







Is now conceded to be the BEST VENTILATOR in use 
Your Homes and Cottages 
ail TO YENTILATE Your Schools and Churches 
Your Mills and Factorie-. 
Thousands Sold and Not a Complaint. Send for Discount. 
We Guarantee Them, and make them in all sizes from 2 inches to 
o feet, of Galvanized iron or Copper. 


See that your ventilators are marked ‘‘ Pancoast,’’ and take no 


other. Testimonials on application. Manufactured by the 








PANCOAST VENTILATOR CO., 
Main Office, 316 Bourse Building, PHILADELPHIA. 


LVI VI VII IAS 














COES 


Genuine Improved | 
KNIFE HANDLE 


PATENT 


Screw 
Wrenches. 


MANUFACTURED BY 


COES WRENCH (CO. 


WORCESTER, MASS. 








ne in rue Dec. 


Reggunared Patented April 
April 9, 1895. 30, 1&95. 





Sectional View Illustrates our New Knife Handle, showing Manner of Construction. 


te traight Bar Extra Long Nut for Screw in Jaw._43 
fhe BEST MADE and STRONGEST WRENCH in the MARKET. 


3. OC. McCARTY & CO. 
JOHN H. GRAHAM & CO. ! New York Agents. 








Only the very best leather and rubber are used 
in these goods and all are carefully and evenly 
fitted, making them the best of their kind. : 


BERGER 
BROS., 
PHILADELPHIA, PA. 3 
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a WarersuRyfarrecfounory 
ANDO MaAcnwine COMPANY. 















a Warersury-ConnECcricut 
& Buitoers oF Macuinery 
: For ManuFactTurine 


| SILVERWARE, 
SS . Brass Gooos, SS 
! HAROWARE ETC. 
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DROP 
FOOT 


POWER 
HYDRAULIC 


PRESSES 


PRESSES 





RESERVOIR 
VASES 
SETTEES, CHAIRS 


And all kinds of 


LAWN FURNITURE, 
Fountains, Tron aa Wire Fencing, 


STABLE 
FIXTURES, 


Weather Vanes, 
Fire Escapes, 
Counter and Bank 








} Ir 
11% MANGER. 


Railing. 
E. T. BARNUM, ?oin 
| Agents Wanted. Mention hte paper. 
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LARGEST ASSORTMENT. 
ALL GRADES OF GRIT. 
NEAT APPEARANCE. 
FINE GOODS. 

QUICK SELLERS. 


The Cleveland Stone Co, 


Hickox Bidg., Cleveland, Ohio. 
POOQOQOD® F@ F DOHOOQQDOQOQOOOQOQOOO@ 
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Send us 


Hardware Dealers S<¢: 


dress and we will mail Catalogue poe dis- 


count sheetof QTOCKS #@ DIES, 
*K TAPS, etc.» 





Holroyd & Co., 


Waterford, N. WY. 


The DANDY SINK CLEANER. 


- « « Aperfect and complete 


Household 
Specialty. 
A Sink Cleaner 
and Shovel 
Combined. . . 


Tidy housekeepers 
will throw away the 
dirty sink broom 





Sight. e- ¢ @ @ @ 
TRY IT AND BE 


CONVINCED. 


For sale by all Wholesale Hardware Dealers, and 
by the patentee and manufact«irer, 








John W. Sudlow, °° "'SEz STREET 


BROOKLYN, N. Y. 








8 HARDWARE _ MAY 10, 1898 








(QELS IL ILLS COLI EES IS SELLE St 
(< 
roe 


How’s VY our . Meat and Food i Chopper 
Stock ? 


Cherry Stoner 


—_ 


( 
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o. 1, Japanned, 
> Tinned 


N $7.2 r dozen 
No. 2, 4@°Tinned“@e@ 9.00 per doz 


~~— “—— 
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Consult — 
Jobber | | 

Cry Lf PA 

About f 

) 

»\ 

= : 

aN 

\ 

0} Q) y y 

a Q Meat Juice Extractor ») Bone, Shell and Corn Mill \ 

a As TinnedGa 2 9 

( } » 

(®) » . 

0 Y) Q ) 

Ae Send for our 1898 Catalogue“G@ iS »y) >) 

@ ) y 

X 5 8 

The Enterprise Mfg. Co. of Pa. ‘ » @ Y 

‘ ‘ ( Ss) my \ 

Philadelphia, Pa., U.S. A, Q % @ q 

nN my ») 

Branch Office (( No. 21, $2.50 ») e No. ) Q 

J. C. McCarty & Co. ue By iS Y 

10 Warren Street, New York DID ID DID DAI DIDI DID IDI DITLDSI SD») CIITA VID DIDS SDSDSS VISA AS® 





OOOO OOO OOOO OOOO 
LAWN MOWERS — 


BUILT On Hoon on;Rrn. 
\ eens 
A better assortment than ever. The machines manufactured 
with the same care and skill as shown in previous seasons. 


LEADERS THE WORLD OVER. 


Wise dealers will buy Lawn Mowers that will give their cus- 
tomers satisfaction not only for one year but for years to come. 


9 
De 
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THE PENNSYLVANIA. THE CONTINENTAL. 
THE NEW QUAKER CITY, THE GREAT AMERICAN. 
THE GIRARD, THE NEW DEPARTURE. 


THE WESTFIELD. 


SUPPLEE HARDWARE GO., 
( Market and Fifth Streets, Philadelphia. 
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& ESSER CO., NEW YORK, 


Manufacturers of 


Steel and Metallic 
Measuring Tapes. 


Our tapes are favorably known since many years. They are 


AMERICAN MADE GOODS. 
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Reasonable in Price. Fully Warranted. 
Catalogue and Discounts on Application. 
AAAARA w 





The Mower... 


IMPROVED 1898 MODEL. 


: PASTIME LAWN MOWI R r TRIMMER. : 

This front cut mower trims to within %-inch of any wall, 
fence, tree, &c., by simply removing the Guide Wheel, as 
shown in cut. (Requires 5 seconds), Both wheels removed 
make ita double trimmer. It is sharpened with a file by 
the user. SEND FOR CIRCULAR AND PRICES. 


That will Kill all the Weeds in 
your Lawns. If you keepthe weeds 
cut so they do not go to seed, anda cut 
your grass without breaking the small 
feeders of roots, the grass will become 
thick and weeds will disappear. The 
Clipper will do it. 





Patterson Bros., Eastern Agents, 27 Park Row, Rew York, Rh. Y. 
Mansur & Tibbetts Tmplement Zo., Western Agents, $t. Louis, Mo. 























=|: Pee Lawn Mower Co., 
. , We have the Best Weed Extractor in the Market. 226 ABBOTT ST. peinheetvahe MICH. 


ae Special Machinery 


Estimates made on all kinds of Special Machinery, Boiler Tube Ex- 





210 CHERRY STREET, panders, Bicycle Tire Moulds, Moulds for all kinds of Rubber 
AKRON, OHIO. Fong Hangers, need Clay — nn etc. Write 
or Estimates. . ‘ ‘ “ ° 























Cenerators, Dynamos, Motors. 
ARMATURE REWINDING and BUILDING. 
COMMUTATOR REFILLING 
and BUILDING. 
TRANSFORMERS OF ALL 
KINDS KEWOUND. 


. Remember, We Pay the Freight One Way. 


: 1 ical Repairers, 
. : The W. H Eliott Electric Co. ae pg em Yeats’ Practical Experience, 
— = r. SLOCOMB & co pa, 14, 16 and 18 Middle St., CLEVELAND, OHIO, U. S. A. 


OVERHAULING # REPAIRING = 








CLIPPER LAWN MOWER CO., : 


. « « NORRISTOWN, PA j|; 


If 
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MAIN OFFICE 


Newburgh, N. Y., 
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CHICAGO, 


73 Wabash Ave. 


EVERY a OLDWELL [AWN | OWER 


MACHINE WARRANTED NEWBURGH, hs 


113 & 115 Milk St. . ~~" 1917 Market St. 
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BUY ONLY THE BEST 


at Prices to Beat the 


10 HARDWARE 
World. 
MAKE NO MISTAKE. 
40 years’ reputation is 


AWS guarantee enough as to 


wits the high standard of the 
BEST SAWS MADE. 


Hand, Back, Butcher, Cross Cut, Wood, Circular, 
Mill and Band Saws, Celebrated W. & McP., Cin- 


cinnati, Plastering Trowels. 


Write for Lists and Prices. 


NATIONAL SAW CO. 


NEWARK, N. J. 


| 7 | FULLY WAR- | 
; BLE ) tt a ion 
for the Season of ¢ 


wn 
Fi 1898, and will re- 
ry 
SY place any proving 
defective. . 








OPERATING 


RICHARDSON BROS. 

WHEELER MADDEN & CLEMSON MFG, CO, 
HARVEY W’. PEACE CO, 

WOODROUGH & McPARLIN, 








THE 




















A FIRST-CLASS 38-4 
inch, 3 ply RUB- 
BER HOSE, 
wound with heavy 
steel wire, com- 4% 
plete with brass 

f couplings and 
bands. 











6 1-2 CENTS PER FOOT. 


I will be p‘eased to have you favor me with an order fora sample Jength and have you give 
it w .horough trial, before you place your order for this season’s hose. I have also . 


Ten Other Grades of Rubber and Cotton Hose. 
— SEND FOR ILLUSTRATED CATALOGUE.— 


JOHN W. BUCKLEY, 156 South St., NEW YORK 


d a 
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ferling Emery Wheel Mfg. fo. 


Sterling s Advance Emery 


s@ Corundum Wheels, 


TIFFIN, OHIO. 
OC >< DEY < DEH < DEY MDE DEM IED @ 


SPECIAL MACHINERY ~Y 


WIRE drawing, CLAY working, 
RUBBER washing, CHAIN WINDING, 
CUTTING and WELDING machines, 
POWER TRANSMISSION, Pulleys, Shafting, 
Gearing Boxes, Collars, etc., etc. 


TURNER, VAUGHN & TAYLOR CO., 


CUYAHOCA FALLS, OHIO, U.S. A. 


Sig er Ww S&S C2“ 3C> 
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FLOOR LINK CUTTER. 
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Do You Manufacture WIRE or SHEET METAL GOODS? 
If so, you need the /atest up-to-date 
ATTOMATIC MACHINERY. 


We have filled the wants of others in this line, why not yours? 


THE ANTOMATIC MACHINE CO., 


BRIDGEPORT, CONN. 














OCA CAA EH EHH B <959595953 0 


66 99 
DUPLEX 
WR°UGHT 
BUTTS 


Wrought Stee/ 
Wrought Bronze 
All Sizes and 
All Finishes. 


These Butts are 
better than the 
ordinary kinds. 
Made only by 


READING 
HARDWARE 
COMPANY, 


New York, Phila., 
Factories, READING, PA, 


Chicago. 


CA n a Ca Ca Caan Ee Ee Cnn Be 4949595943 
OG 4 € € E66. 6565656) @ ~ PLD IL DL I DL IU DUD D 
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COATES CLIPPER MFG CO. 


Worcester, Mass., U. §. A 


MAKERS OF 


Eiair Clippers 
ALL KINDS UNDER THE 
COATES PATENTS. 
Power Clippers. both hand & mechanical. 
Anti-Friction Horse Clippers. 

Barbers Adjustable, 
The best made. 





--SEND FOR CATALOGUE.-:- 
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gs A GOOD ONE. -_ 





, x 
: Morgan & Wright, Chicago IIl. 4 
[Bicycle Tires|: There can be no 
é question about the advisability of ) 
, using the Hardware trade as a 
means of disposing of bicycles and 
: bicycle parts, and as to the effici- ; 
ency of HARDWARE, we can only 
3 say what we would say in reply ( 
; to an inquiry from any other pub- f 


| 


lisher, i, e., we have no direct , 


¢ 


means of knowing whether our ¢ 
‘‘ads”’ do us good or not. If we 


ment that the publication is a good 


“ 
o 





Railroad Ave., and Garden St., 


| insert an ‘‘ad,” it is on our judg- : 


one. 
: CrnwDOrn uD =D 0 EY <DEY KDE +36 
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A COOD  THINC. 








IT’S IN THE TEETH. 


The Patent ‘‘REFORM” Curry Comb is composed of three shallow, oval i Ui TEE PIF 


Te GLEAN TAP ON Faces \ /A\ 


trays, with corrugated edges. The parts are struck up from a fine grade of 
cold rolled steel, heavily tinned and bronze lacquered, firmly riveted together 
and warranted not to rust. The outer dimensions are 6%x4\¥ inches and by 
reason of the large cleaning surface and peculiar arrangement of teeth, the EE 3 3 LV, 
comb will do its work with a large saving of time and labor, cleaning with Z mT y a 
equal thoroughness both long and short coats. There are no places to accumu- 
late hair and it will not tear or injure the brush, the comb being quickly freed 
from accumulation by giving its face a gentle tap. 


NEW YORK STAMPING CO., 


SOLE MANUFACTURERS, 


North Eleventh and Berry Sts., BROOKLYN--GREATER NEW YORK 


a 3eneral Machine Work, Molds for Bicycie Tires, Air Goods, Drug: 


TRUCKS OF ALL KINDS, gists’ Sundries, Matrices for Hard Rubber Goods, Die Sinking, 
Estimates cheerftlly 


ft Hydraul-c Presses, Special Machinery, etc. 
The Best ‘ Wrench A. eee given. Correspondence solicited. Work promptly done. 
FOR. 1898. Corner Exchange and Water Streets, . 
= mon 0 ubber Machinery 
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American Ring §0., 
Waterbury, Conn. 
MANUFACTURERS OF 
AS A SORSWONIVER. Brass Crimmings for Furniture and 
; ” Interior Gabinet Work, 
3 Four Tools in One. Curtain Pole Trimmings, 
Quickly Adjusted Brass headed Upholstery Nails, 
, Perfectly Rigid. Brass Ferrules and Curtain Rings. ; sane 
: Case Hardened. 
: Nickel Plated. 070 
a Good as can be made. 
: Weight, 44 ozs. 
: Sample in Leather pocket, by 
: mail, 30c. 
: Write for discounts. 
‘THE BEST WRENCH CO.,: 
Room 602, 21 Quincy Street, : 5048 Left Hand 
: : s 0042 L 
CHICAGO. ; 200 5043 Right Hand 
Wer GS Kaos OO” 
1 om A POPULAR SYSTEM 
FRENCH HEADS, wi-! fill an, shoe punched 
or creased, Nos. 3 to 8. The increased sale of Putnam Nails for 1897 indicates 





that our present system is profitable and generally approved 
. by the trade. ; 
REGULAR HEADS, Nos sto 1. The high quality of the Putnam Nail makes it an easy 
| seller at present prices. 

Trade correspondence solicited. 





HH 


Mitiguit 
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CITY HEADS, fee =.-4..0w creasel shoes, For terms and discounts address 
Nos. 5 to o. 


PUTNAM NAIL CO., 


; Boston, Mass. 
ane Or 235 Lake St., Chicago, Ill. 
Or 12-14 Drum St., San Francisco, Cal. 
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Me far MARK 
SKATES 
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SKATES nt 
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~~ HOCKEY SKATES. 

















DONOGHUE RACING SKATE. 


(... MANUFACTURED BY [TJTIWION HARDWARE CO.,, 
New York Office in charge of TOWER & LYON. Torrington, Conn. 


CARPENTERS # MACHINISTS’ TOOLS. 
_TOWER'S CHAMPION SCREW DRIVERS. 














Lavignes Patent. 
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Improved Clarks Pattern. 
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TOWER & one 


oS Chambers St., New York City. 
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QUEEN SINGLE FRAME PULLEYS. Send for Cata‘ogue and Price List of QUEEN MULLION FRAME PULLEYS. 
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< No Extra Head-Room Necded. 

\\ No Grooving of Sashes. } a 

\ No Lead Weights. Z ae. x 

\\ Architects will note accompanying cuts. They repre. /* Sept. 21, 1897. 

\\ sent 2%-inch pulleys and only require 2'4 inches heaa 

\\ Pat Sept. 21,1897. = ->0m from top of sash. — ONE WEIGHT BALANCES THE SASH, 

QUEEN SASH BALANCE CoO., 150 NASSAU ST., NEW YORK CITY. 
Chicago. Washington. Boston. Baltimore. Philadelphia. St. Louis. Worcester. 











MFRS. OF 
CIRCULAR, 
BAND, | 
CROSS -CUT 
AND HAND 


SAWS. 


OUR REGISTERED TRADE MARKS 


TUTTLE TOOTH. CROSS:cUT Saws 





Indianapolis, Ind. 


THE ORIGINAL 








‘¢ Silver-Steel,’’ ** Diamond ” “* Denter,”” 
The best saw r ¥. her ioe iy the manny: Ry. —— | af on aaa - 
Patent Temper. not su y your trade wi e bes if on 
awe, ond Bae the Atkins Seaeds?” They’ ’re the best. i Segment Ground, Diamond Point, 
= hnretinnenneall ** Victor,’’ ** Rex.”’ 


BRANCILI HOUSES: 


Memphis, Tenn. - Chattanooga, Tenn. 
Minneapolis, Minn. 
Write for Price List and Trade Price’. 


SLDSELEOLELALAHSHSESELESEELEEEEDEE ELSE LE SOLE SE LE SE EL ELE LES LE LEL ELE LE LES SOS SESELELELES 


SNELL MANUFACTURING COMPANY, Fiskpate, mass. 


aad ee | GRADE GARPENTERS’ TOOLS, 











‘: 








mitt raley soem de 


Write for prices to the factory, or our 
AO RET IL 





We guarantee this Bit has no equal for boring into all 





seeevesecesseseseseesesssesess 


SEELEELELELERELERESEHESESHEESD 


grades of wood, hard or soft. Reasonable in price. agents 
Jonn HH. Graham ce Co., Underhill, Clinch ct Co., 
$13 CHAMBERS ST., NEW YORK. 94 CHAMBERS ST., NEW YORK. 
sees FF FSF FSFF FSS FFF FF SSF FSS SSF FF SS SSSSS FFF FSS FSS FSFFFFFFFFFSFFFF FF FFF FFFFFFFFFFSFFF FTF A 





LTORRILLW/’Ss Perfect Saw Sets, 
<a Bench Stops, Punches, Cutting Pliers and Seal Presses. —> 








TRADE A | SS ee TRADE 
' >” WOR 5 ea _ == SS ~ 
Ni) ANE _ Ae = 
. Za MARK 


MARK 
Registered, Pat. No. 80,572. 
‘his Trade Mark is stamped on 
all Hardware Specialties of 
my make. 


Registered, Pat. No. 30,572. 

This Trade Mark is stamped on 
all Hardware Specialties of 
my make. 














For Hand, Band aad Jig Saws, from tn2 widest ‘aan down to 1-2 inch. The Sets are too 
well known for me to enlarge on them. 


CHAS. MORRILL, 35 Warren St., N. Y. 


Write for Catalogue. 
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k Is Not Complete 


Without a line of 


The ARMSTRONG 


PIPE THREADING AND CUTTING 

OFF MACHINES, ADJUSTABLE 

STOCKS and DIES, WRENCHES, 

PIPE YISES, PIPE CUTTERS, 
CLAMP DOGS. 


THEY ARE ALL ‘*‘ STANDARDS” AND NEV 
DISAPPOINT. CATALOGUE! 









New No. 0. Threading Machine. 


The Armstrong Mfg. Co., Bridgeport, Conn. ® UE 


——NEW YORK OFFICE: 139 CENTRE STREET.—— 
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16 OUNCES TO THE POUND. 


Double the /oads and for /ess money than in a pound of 
any other powder. Using 45 grains, one Pound will 
load 155 shells. ; Is effective with ordinary black 
edge wadding and cheap shells. . ° , . . 


Use GOLD DUST Graduate Measures. 


U.S. SMOKELESS POWDER Co, 54Tavia, nv. ¢ 


DISCOUNTS TO THE TRADE. - 
SEND FOR BOOKLET. W. L. COLVILLE, Mgr. 
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WAGON UMBRELLAS and BUGGY CANOPIES. 


Everything in that line. 
Our motto: ** Keep a-goin’.”’ 
Especial attention invited to 


Sprague’s Patent Giant Frame Wagon Umbrella, 
It is the Strongest Umbrella on the globe. 
Write to as, and Iet as prove it. 


SPRACUE UMBRELLA CoO., 


Norwalk, Ohio. 













ALUMINUM SicN LETTERS AND FIGURES, 7 STYLES, 36 SIZES. 


——— stock always onhand. Exclusive manufacturers and originators of the 
— nterchangeable Script Sign Letter. A fine line of House Numbers, Name 
and Door Plates, and Street Signs. Aluminum Trade Checks, Aluminum Bicy- 
cle Chain Guards, Aluminum Castings. We challenge comparison for prompt- 
ness, quality, and prices. Illustrated Catalogue on application. 


ALUMINUM SICN & NOVELTY Co., 174 W. Locust St., COLUMBUS, OHIO, 


Manufactured by 
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Send for Price and Illustrated List of 





PLL I OI OT 











- ——— Oe : == 
earns aan RSS| —_-s 
= aS ee —=——= = 










ALL SIZES. 
ALL PATTERNS. _ Rational 
ALL WARRANTED fy, ; x _ Horse Nail Zo. 
SOLD = Buwnontth Dae ai Vergennes, 
EVERYWHERE. = —S== ANNES VT. SS Uermont. 
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; EXCELSIOK None better, ? 
; Carpet Stretcher siifective, 

; AND Strong, 

; TACK HAMMER sein on ant 
¢ COMBINED. it. Hardware 


Dealers sell 
The only device ever them. 
invented that will lay 
carpets successfully, 

Its merits are 


: 


Write for 
Prices, 





Over 500,000 
Now in Service. . . 


, 
Sole Mfr. R,. W. MONTROSS, Galien, mien, 
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The Columbia Safety Self-Ketaining 


DUMB WAITERS, AY 
ELEVATORS, 
Cellar Lifts 


ose RD... PUG; =\ | /8 
SPEIDEL’S ECONOMIC RAS 
SAFETY HOISTS. — 


If you haven’t tried the Columbia Damb Waiters 
give them atrial. It will cost you nothing, as you 
can return them if not satisfactory. 






SEND FOR CATALOGUE AND PRICES, 


J. G. SPEIDEL, Reading, Pa. 


Patentee 
‘and mfr., 





Improved Quick and Easy Ris- a 
Ing Steam, Electric (7 
and Hand Power 


LEVATORS 


Send for Circulars. 


Kimball Bros, Council Bluffs, fa. 


No. 1013 Ninth Street. 
Dumb that don’t keep 
you waiting. 
° Sunple; smooth - running; 
Wait- noiseless. All sizes, capaci- 
ties and styles. Hardware 


dealers can sell them. 


CT Sccace THe STORM MFG. CO.., 
Send for catalogue. NEWARK, N, 4 

















ECONOMIZE. 
SHELF BOXES # sadness 


HENRY H. SHEIP & CO., 


Columbia Ave. and Kandoiph st., 
PHILADELPHIA. 
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y. & R. ARMS COMPANY 


“BICYCLE” REVOLVERS. 


Made in 22 Calibre Rim 
Fire and 32 Calibre Cen- 
tral Fire, Double Action, 
with 2-inch Barrel......... 

















We manufac 
tureavery large 
line, which in- 
cludes Revol- 
vers suitable | 
for the Fourth 
of July trade. 

No dealer can 
affordto be with- 
out our make of 
Revolvers. 

New Illustrated 
Catalogueof our 
complete line 
sent to —<t 
any = wer 
address ie ee pee rae 
= SS Be Pe Z gg Shell 
appli- CZ: YEE Ejecting. 
cation. : eee Lg 


HARRINGTON & RICHARDSON ARMS CO., 
WORCESTER, MASS., U.S. A. 


<a 
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ah Small 
De Frame. 
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> "Advance" 









B Blacksmith’s 
DRILLS. 


# Hand or Power 
hae) Fast or Slow Speed 
Self Feed=> 








OLD LINE 

Hand Drills. 
Silver’s Powe: 
Post Drill 


Cut Gears, Leves 
Feed, 19 inch Swing 








Silver’s Power Base Drill, 
Cut Gears, Combined Lever and Wh el Feed. 


Round or Square Base, 2zoinch Swing. . .« 
The last two drills are supplied with coun 
ter- shafts, and are suited for new work o: 
repairs. 


THE SILVER MFG. CO., 


SALEM, OHIO 
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e 
New York Belting & Packing ; 
* Co., Ltd., New York. [ Be/r- % 
¢ ing, Garden Hose, Water # 
¢ Hose, Steam Hose, Packing ? 
° and Rubber Specialties|: We a 
4 have been carrying quite a ¢ 
£ prominent advertisement in é 
® HARDWARE with gratifying * 
4 results. That we expect to é 
é continue this advertisement é 
% is the best evidence we can o 
® give of our regard for it as é 
) an excellent medium, ’ 
® ” 
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THE W. H. SWEENEY MANUFACTURING CO. 
“Our goods are attractive, well-made and thoroughly up-to-date.& 3 
) 
: EY MANU’FG CO. Jae ; 
einainns: ae moar 7 jem »| TEA AND COFFEE —————r 
we ¥ = —POTS— 
f MSS = pay af A SPECIALTY. 3 
Sail sammie Established 1876. 
= ; Incorpvurated 1381. 
; Office and Factory. 66 to 72 Water St., BROOKLYN, N.Y : 
‘ ; 
¢ ci EELS ) 
These are only a few of the articles we make. Full line shown in 1898 Catalogue. ) 
. 66-72 WATER ST., BROOKLYN, NEW YORK CITY. 2 
ee <3 ~ 3) (IO SIO SIO SIO SS OO ~3Ee> <I> <J30 








Do You Want Something Made?_= 
My Specialty is to Manufacture for Other Parties. 
Reasonable arrangements can be made. WRITE ME TO-DAY. aes 


Cc. Xk. Ansus, - Albany, N. Y. 
Mir. of Castings; Nickel and Brass Plating, Metal Pattern Maker, etc, 
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SICKELS & NUTTING CO., 


Wholesale Hardware and Manufacturers’ Agents, 
35 BARCLAY STREET and 40 PARK PLACE, NEW YORK. 















* Cortland Door & Window Screen Co. 
Warwood Tool Go.’s Picks and Mattocks. 

Eagle File Co. North Wayne Tool Co.'s Scythes and Axes. 

Walden Knife Co. Withington & Cooley Mfg. Co.’s Farming Tools. 


Also SICKELS, PRESTON & NUTTING CO., DAVENPORT, IOWA. 
20060608 6O>GOBOO~ OO eet 


@ ALASKA LAWN SWING. 


HE demand for the Alaska 

is such that its merits and 
selling qualities cannot be ques- 
tioned. Made of good material 
and well finished. Its peculiar 
construction is such that it can 
be easily folded, set up or taken 
down in aninstant. The seats 
are thoroughly adjustable; can 
be placed in any position de- 
sired. While the Alaska pos- 
sesses many desirable features 
not found in others, yet its sim- 
plicity in construction enables 
us to quote 


: Relay Bicycle Mfg. Co., 
Union Stee! Screw Co. 
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A price to the trade only, of $3.75 cach; terms act cash. 


DAIN MANUFACTURING CO.,<***2t7°™ 
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( ron 7 9 \ Patent Fencing Plier 

and Staple Puller. . . 
HI>s newly invented fencing tool is needed by all people that build 
or have occasion to remove or repair wire fence, as it is made 
with two staple pullers, two hammers and two button cutters They 
are the same weight as the 114 Maydole Hammer and they are 
made of forged tool steel. No good farmer will be without one. 
They are warranted to cut No. 8 hard or No. 6 soft wire. Like the 


celebrated Cronk Plier they are fully warranted in all respects. 
No. 12, 11 in. long, $£2.00. Dis. 


CRONK HANGER CO., oe ee ELMIRA, N. Y, 
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STEEL DOOR HANCERS.: 


WRITE FOR PRICES ON 


: : 
No. 1 Special and No. 2 Standard. 
¥. 


THEHEY WILL INTEREST YOU. 
Also Track and Stay Rollers. 


McKINNEY MFC. CO., -_ Allegheny, Pa. 
9$%244444444944454454444544444444445454446444444h46S5S64S64Sh4 








Boss “an | HARTFORD * 
WEIGHT 


TOE 
WEIGHT 





Weight in Toe—Where Needed. The Best Side Weight yet produced. 
Speed and Knee Action Producer. Prevents Interfering and Knee Hitting. 
The Ideal Summer Comfurt Shoe, Made of best low carbon soft steel. 


SEND FOR ILLUSTRATED CATALOGUE No. 14. 


THE BRYDEN HORSE SHOE CoO., Catasauqua, Penna. 


Manufacturers of the Greatest Variety of Horse Shoes and Raciag Plates made by any one concern in the world, 
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BRUGE & COOK, 


TIN PLATES «> METALS, 


186, (88 and 190 WATER STREET, NEW YORK 


248 and 260 PEARL STREET, eee 








We give below a list of goods which we have in stock. You will find our prices 
as low as any in the trade, quality considéred. It will give us pleasure to receive 
your orders, which shall have our very best attention and prompt shipment. . - 
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Antimony. Gem Gasoline Furnaces Roofing Seamers. Taggers Iron. 
Babbit Metal. Gutter, Wide Roof. Rosia. Taggers Tin. 
@ Boiler Rods. Gutter Strainers. Sheathing Paper. Terne Pilates. 


Sheet Iron--Char. Ci'd. Tin--Bar and Pig. 
Sheet Iron--Cold Rol'd. Tin Plates. 
Sheet'Iron--Com. Ci'd. Tin Shingles. 
Sheet Iron--Corrugated Tinners’ Machines. 


@ Burritt’s D'ble Seamér. Hard Metal. 
Copper Bottoms. Kettle Ears. 
Copper Circles. Lead--Bar and Pig. 
@ Copper Ingot. Leader Hooks. 


Copper Sheets. Malleable Ears. Sheet Iron--Galvaniged Tinners’ Tools. 

@ Copper Wire. Mallets. Sheet Iron--Planished. Ventilators--Globe. 

@ Corrugated Leader. § Metal Lath. Sheet Iron--Russia. | Wall Hooks. 

2 Cor.Elbowsand Snoes. Metallic Paint. Solder. Water Cut-ofts. 

% Dampers. Nails--Roofing Tinned. Soldering Coppers. Wire--Annedled. 

@ Eave Trough Leaded. Nails--Wire Roofing. Spelter. Wire--Bright. 
Eave Trough Galvan'd. Nails--WireR'gTinned Spelter Solder. Wire--Coppered. 
Eave Trough Mitres. Pail Woods. Squaring Shears. Wire-Galvanized. 
Eave Trough Irons. Perforated Tin. Stove Boards. Wire Tinned. 
Elbows--Stove Pipe. Ribbed Leader. Stove Pipe. Zine for Etching. 
Elbows--Adjustable. Rivets. Stove Pipe Collars. Zinc Sheets. 

Fire Pots. (7 Roofing Tia Pieses. Strainer Wire Cloth. snaease } 
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FOR SALE. 


Width of building, 155 feet out to out, divided 
into a center span 66 feet, with a wing on each 
side 43 feet 6inches ; total length of the building 
350 feet. This building is designed with brick 
sides and gable walls, with Iron Roof Trusses 
and Iron Supporting Columns; originally built 
for an Iron Foundry, but owing to the failure 
of the purchaser is now offered for sale ata 
bargain. Is admirably adapted for a Foundry 
for light or heavy castings, Machine Shop, Car 
Barn, or for any other general manufacturing 
purposes. We guarantee the iron work as 
good as new, building never having been used. 





IRON ROOF 





APPLY TO 


The Berlin tron BridgeCo.. 


EAST BERLIN, CONN. 


hI VILL LIVI OI 
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Alt 


. MANUFACTURER OF. . 


Patent Specialties. 


Cin Gans and Boxes. 


Patterns, Models, 
Drawings, Inventions 
Perfected. 

Sheet Metal Stamping from your 
dies, or I will make dies for you. 
Send sample or drawing for 
prices. Specialty of fine experi- 
mental work. 


F. S. BURROWS, 
FACTORY, OFFICE, 
305 PEARLST., 107 BEEKMAN ST., 
NEW YORK. 
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‘*Bright # Newsy.’’ 
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3iddle Hardware Co., Philadelphia, 
[General Hardware and Bicy- 
cles|: In season and out, we have 
claimed that the Hardware trade was 
the proper medium for the disposal 
of bicycles and bicy.le sundries 
throughout the country, and our opin- 
ion on*this point is so well known, 
that it does not seem as if we could 
strengthen it materially by saying it 
again. Of course large cities may be 
able to support a few exclusive bicy- 
cle men, but in the majority of towns 
and cities throughout the country 
the man must have other business 
in order to make it pay. We ap- 
preciate the fact that from the first 
HarpwWarkeE has held the same views, 
and we thiak they have been fully 
justified by the trend of events. 
HARDWARE is always welcome in our 
office, and its bright and newsy col- 
umns are often a relief amid the cares 
of business. 
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338 BRIDCEPORT, CONN. 


Manufacturers of —————_, 


2 ~~ Cycle Wrenches, Belt Punches, 














3 : Z 3 
38 Padlocks, Toe Clips, f — om 
a Coasters. (A : 
33 “Giant Metal,” Wy, 
238 Red Metal ana Steel. | Ws ss 
33 ~ is 
3 Gloset Pulls and 2. | eee i 
Ht Plumbers’ Supplies. w.e tru, - - 13Nscnse EP 
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The Circulation of ‘‘ Hardware” is Larger Than That of Any Other 


Paper in the United States Devoted to the Hardware Trade. 





Editorial Trade Review. 


While to some extent a period of inaction seems to 
have been under way in several leading lines of the 
business, still the trade is gradually adapting itself to 
the fact that we have embarked in war with a foreign 
power, and that the trend of possibility makes it likely 
to be of longer duration than we are willing to allow. 

The tension of strain under which we were unwilling 
to begin new enterprises or confidently continue those 
already in hand, has been relieved by the more pro- 
nounced conditions of actual strife, but the business 
community accepts the situation, doubt and uncer- 
tainty are no longer the controlling influences, and 
with stronger hopes for the future of business prosper- 
ity. This is especially the case in relation to the crops 
of our leading productions, the cereals particularly 
being sustained in price to a degree beyond the dreams 
of optimism. : 

Very few unfavorable circumstances have attended in 
a commercial way the uecessary inauguration of active 
hostilities; with every condition of the general markets 
indicating strength and promising advanced prices, the 
manufacturing interests cannot avoid feeling that the 
future possesses but few elements of dread or insecur- 
ity, but that with the advancing of the season the ordi- 
nary demands of a regular traffic, when compared in 
volume with any year since 1892, will be found lack- 
ing in none of the promises attending a renewed pros- 
perity. 

The absorbing demand for war news and the conse- 
quent lack of the usual aggressiveness in the normal 
methods of business progress, form some of the reasons 
Why a conservative dullness in trade movements suc- 
ceeds the spirited opening of the present season; but 
this very close attention to possible results has enabled 
the more aggressive movements of our army and 
navy to exert but little detrimental effect on trade that 
tad not already been discounted. 

Especially in the West is the fact noticeable that no 


serious effects of the actual warfare have been felt in 
regular channels, the East, and the cities on the coast 
having felt more especially the season of dullness com- 
plained of at the present time. The money now so 
lavishly expended by the government will soon get in 
general circulation and exert an influence especially 
beneficial in respect to strengthening quotations, and 
renewing assurances of a productive future. 

The volume of business still continues favorable 
when compared with the same period in recent years. 
A few weeks’ dullness, even under the uncertain out- 
come inseparable from the prosecution of a war which, 
in its scope, takes in the entire globe, does not prove 
such a trade-killer as our fears would suggest. 


The National Hope. 


The belief is firmly established all over the country 
that when we finish up this little misunderstanding 
with Spain there are many things,emanating from war 
conditions, which will serve to strengthen and upbuild 
the Republic and from which may be dated a new 
birth in national advancement and constantly increas- 
ing prosperity. 

The Blue and the Gray will as never before be found 
shoulder to shoulder an integral part of our country’s 
stability as a nation, secure in its defence and a shield 
against slander. Vituperative recrimination, with the 
Rebellion forming the background, will never more be 
heard in the land to excite unruly passions or take the 
place of an appeal to reason. 

Never before have political parties laid down their 
differences from a party standpoint, and hand in hand, 
Republicans, Democrats and Populists, marched in 
one harmonious phalanx tosupport and sustain the Ex- 
ecutive in punishing the Dons,whose natural treachery 
to a modern civilization made possible the sinking of 
the Maine with its many victims. The pacification 
and freedom of the island of Cuba will come much 
more gracefully, with all its attendant blessings, from 
the nation which at so great a cost abolished slavery 
within its own domains. 

Cuban prosperity will know a dawn it has long 
looked for almost in vain; it will commence with the 
invocation: to the god of battles to crown our arms with 
permanent success. This productive soil so favored 
by bountiful nature will find prosperity from unrestrict- 
ed fertility spring up onevery hand; backed by a fidelity 
of purpose toward the accomplishment of a hallowed 
future, for which this struggling race has fought for a 
half century through disaster and dismay; a hopeless 
sacrifice of life at periods of unusual oppression, failing 
to check the hopes and aspirations that filled the hearts 
of a struggling band of brave and inspired patriots. 
But the glorified end, let us hope, is approaching with 
a certainty of the world’s approval, and the continent 
of North America will take a step in advance on the 
final extirpation of the Spanish government from 
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those possessions it has held so long by a reign of ter- 
ror from which even the blood-thirsty Turk would 
shrink aghast. 


Shall we keep the Phillipene Islands? Do we know 
a good thing when we see it? Would England, or 
Germany, or Russia keep them if secured under the 
same circumstances? Uncle Sam has always been con- 
sidered a shrewd business man. Were he to meekly 
let go in this case, the whole world would laugh at him 
for an idiot. 


Convention of Credit Men. 

The third convention of the National Association of Credit 
Men is to be held in Detroit June 22nd, 23rd and 24th. A 
very large attendance is expected. From the interest 
manifested by the various local associations which are 
electing delegates, and in business circles generally, it bids 
fair to be an enthusiastic gathering and one that will un- 
doubtedly be able to legislate to the advantage of all busi- 
ness interests. A very attractive programme has been 
prepared and various social features and entertainments 
are also to be enjoyed by delegates and guests. 

An innovation upon the established order and a feature 
that will be enjoyed by the representatives of different 
lines of trade is also in contemplation. It is proposed be- 
tween sessions, which are to be limited to one a day, to 
form the credit men of certain prominent lines of trade into 
special parliaments for the discussion of matters of particu- 
lar interest to them. Thus there will be a headquarters 
for the dry goods trade, the Hardware trade, the boot and 
shoe trade, the grocery trade, and various others, and defi- 
nite hours of meeting of those belonging to these trades for 
the purpose above named. This plan will undoubtedly 
promote acquaintanceship among men in similar lines and 
will have a beneficial influence generally. 


‘*The Man in the Corner” of the W. Bingham Co. store, 
Cleveland, Ohio, feels in this way concerning the war: 
‘* That business will be affected, is certain, but in just what 
way it is difficult to foretell with exactness. Probably there 
will be a contraction in the scope and a decrease in the 
number of great new enterprises, but a stimulation of trade 
in the smaller regular channels from which the people gain 
the greater benefit. There will be an increased consump- 
tion of labor, food products, textiles, and manufacturing 
materials of various kinds and a scarcity in some lines with 
increase of prices. There is nothing in the situation to 
worry a Hardwareman, and from the way the spring trade 
is booming it is evident that the Hardwareman finds the 
time to his liking.” 


Brace Hayden is back in New York, for a short time 
only, and it seems like old times to see him once 
more in evidence at the Hardware Club. The ‘glorious 
climate of California’’ has not dimmed the brightness of 
his eye, or taken the sparkle out of his conversation. He 
wears his honors as president of the Pacific Coast Jobbers’ 
Association with that modesty that upheld him while a 
governor of the Hardware Club of New York. These 
visits East will be of frequent occurrence in the near 
future. 


The Don and Uncle Sam took a bite at the same apple 
—Cuban pineapple. 

Said the Don: ‘‘ Will it be ‘yes and no’ ?” 

Said Samuel: ‘‘ All right. Will you get out of Cuba?” 

‘*No!” shouted the Don. ; 

‘* Phillipene,” said Sam, with a laugh. 


A banana peel on the sidewalk is a nuisance and the man 
who steps on it usually tumbles to the fact,—Zxchange. 
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The Arcade Girl. 


The appreciation of the public for an artistic conception 
in advertising is capable, perhaps, of no better demon. 
stration than the popularity into which the ‘pretty girl” 
idea of the Arcade File Works has sprung. A few months 
ago thiscompany used the face of a very pretty maiden 
as the centre piece of a page advertisement. <A bewitch- 
ing smile displayed a row of pearly teeth, and argued the 
temper of an angel, and doubtless many a lone Hard. 
wareman has mentally quarreled with the infant feline 
which is cuddled so closely to her cheek. The argument 
accompanying this charming illustration was to the effect 
that a good file, like the subject of the sketch, should pos- 
sess good teeth, and a good temper. The idea ‘caught 
on,” and was adapted to many uses, until it was eventu- 
ally found even in the trade journals of our English 
cousins. 

The Arcade File Works, arguing from this that they 
were on the right track, are still using the idea exten- 
sively, the latest form in which it appears being an at- 
tractive blotter, from the face of which gleams forth a 
smile, that makes even the office of a Hardware journal 
seem bright and cheery. 


Speculating Witn a Speculator. 

A wideawake young newspaper man of New York, 
whose conscience is not hampered and harassed by monu- 
mental piety, but who, for all that, is more or less im- 
pressed with the general idea of a duty toward his fellow 
beings, recently conceived the idea of importing a stock of 
handsome Bibles, and ‘‘circularizing ”’ the clergy, offering 
them particularly advantageous terms which involved, of 
course, a handsome profit. 

Among the many replies, both favorable and unfavora- 
ble, was one which, by its tone of semi-pathos, child-like 
trustfulness and whole-souled sincerity, impressed him 
very deeply. The writer, a poor country minister, stated 
that while the vagueness of his salary and the irregularity 
of its payments would not allow the purchase of the de /uxe 
edition of the advertised Bible, yet he felt it incumbent 
upon him to write and congratulate the advertiser on the 
great work he was doing. He thought it must be a great 
privilege to spread the Word throughout the land (he did 
not mention the profit), and the letter terminated by ap- 
pealing to the advertiser for his learned opinion as to the 
translation of three passages in the original Greek, which 
he quoted. The reason for asking was that the minister 
considered the translation in the accredited version of the 
Bible toe be ambiguous and obscure. 

After carrying the letter in his pocket for a week, and a 
load on his mind for a like time, our friend at last con- 
cluded that this sweet faith should be rewarded, and at 
once proceeded to a languagesmith and had the refractory 
angular Greek worked over into good round every-day 
English. From the fact that each sentence of the transla- 
tion ended with an interrogation point, and that the body 
of the sentences made impertinent queries as to the place 
of purchase of the newspaperman’s head gear, and as to 
the name of the liquid he was at present poisoning himself 
with, a great light broke in upon him. But it was not un- 
til the boys in the office began to make innocent inquiries 
as to his familiarity with Greek, and his sympathy with 
the large number of struggling parsons in this country, 
that his cup of bitterness was full; and then with a loud 
voice he proclaimed that in future the price on those Bibles 
would be raised fifty cents to the aforesaid struggling par- 
son and no credit extended. He has not yet ‘‘ caught up” 
with the particular ‘‘boy” in the office who wrote that 
letter, and had a Western confederate post it back to 
New York. : 


HARDWARE'S ‘‘ Prices Current” are reliable. 
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Smashed a Beautiful Record. 


The danger of saying too much is always more imminent 
than that of saying too little. The man who is convinced 
he has approximated the virtues of the Creator, and insists 
upon it to his fellow-men, is always more offensive than the 
man who secretly believes it, but spares his acquaintances 
the knowledge of the awful truth. | 

A story recently related to a representative of Hardware 
by the head of a large Hardware house in New York, illus- 
trates the case in point. Something of this merchant’s dis- 
position may be gleaned from the fact that, when speaking 
of his employees, he says ‘‘the boys,” with an affectionate 
intonation, born of long appreciation of their good points, 
and kind toleration for their occasional errors. 

It was the intention of the house to put another represen- 
tative on the road, and the man they had in view had been 
favorably, though not thoroughly, known to them for a 
long time. Negotiations were about concluded, and the 
signing of a remunerative contract by the salesman was re- 
garded by him as a mere matter of form. Ata final inter- 
view with his prospective employer, and evidently with the 
idea of further impressing the latter with his desirability, 
he said: ‘*‘Mr. ———-, 1 am an older man than you. I 
have been in this business for twenty-five years, and I wish 
to add that I have never made a mistake.” 

As the would-be employer reached out on his desk in an 
abstracted manner, and gathered in the unsigned contract, 
which he slowly tore up in the same absent-minded manner, 
he remarked that it was a source of keen regret to him that 
he simply couldn’t afford to employ such a valuable man; 
that there was not a man connected with the house, from 
himself to the dago who sorted the refuse paper every 
morning, who was not constantly making mistakes and 
profiting by the expetience; and that the direct result of 
the placing of a perfect man among the force would be im- 
mediate demoralization. As the perfect man slowly wended 
his weary way up the street, it probably occurred to him 
that he had smashed a beautiful record. 


A Business Man’s Views. 


To a representative of //ardware, in a recent interview, 
James Surpless, of the well-known firm of Surpless, Dunn 
& Co., expressed the most encouraging views as to the re- 
sults of the present Spanish ‘‘ unpleasantness.”’ 

Mr. Surpless is one of that far-seeing type of American 
merchents, who believe that there is no better fosterer for 
American export interests than a vigorous foreign policy 
onthe partof ourGovernment. He believes that, since the 
foreign trade of our country has assumed the proportions 
of that of a first-class power, our navy and army should be 
commensurate to the demands made upon it by conflicting 
interests of other countries; and, while he deprecates sin- 
cerely the necessity for human bloodshed, he considers 
weakness or want of vigor at a time like this to be criminal. 
‘Having once gotten into this fight,’’ he says, ‘‘let it be 
brief and decisive.” 

Mr. Surpless further states his belief that the direct re- 
sults of our present war will be most beneficial to us as a 
commercial nation. Other nations, who have hitherto re- 
garded us as a mushroom growth of large size and uncer- 
tain strength, cannot fail to be impressed with a most whole- 
some respect for our power to enforce our just demands, 
as well as to our perfect willingness to spend freely of the 
almighty dollar, to which it has pleaseé many people to re- 
gard us as willing and helpless slaves. The navy will 
be increased to such an extent as to rank it among the 
first three powers of the world; while in efficiency and 
Proficiency, it will, through the practical experience and 
Ptactice in gunnery, be advanced beyond the navies of 
other nations. The army will be brought up to the nu- 
merical strength demanded by our necessities; and if 
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much active service be seen, will, by the culling out of the 
dead wood among officers and men, place it on the same 
plane of merit as those armies whose countries have kept 
them in the field while ours has been theorizing in barrack 
life. 


Later Congratulations. 


Editor Hardware: I have hardly recovered from the 
surprise occasioned by the wonderful Association Number 
of Hardware which the mail carrier dropped on tomy desk 
a few days ago. I knew you were capable of something 
real good, but it far exceeded my expectations. It is an 
elegant number; I expect to keep it as a memento, and, 
as we say to our friends on their anniversaries, I wish 
Hardware many happy returns. 

Respectfully, 
JoHn F. BAKER, 


Dayton, O., Apl. 27. ’98. Sec’y Ohio Hardware Ass'n. 


Editor Hardware: 1am in receipt of your very beauti- 
ful Hardware Association Number announcing your eighth 
anniversary, and giving much of time and labor to Hard- 
ware Association interests. You can certainly be proud of 
it for many years to come, and congratulate yourselves on 
the fact that such work is seldom equalled, and probably 
never surpassed. 

It is a work of art in all of its departments—half-tones, 
cuts, advertisements and all—and ought certainly to be 
appreciated by every man in the business. It surely 
shauld be an incentive to larger work in state and local 
associations, and deserves the thanks of all men connected 
therewith. The coming years should bring much of ad. 
ditional prosperity to such work and its originators, as we 
are certain they will. Voicing all Hardwaremen in offering 
kindest wishes for growth and prosperity, 

Very truly, 
H. C. WISEMAN, 
President Ohio Hardware Association. 
Springfield, O., April, ’98. 

Hardware, an ably edited review of the American Hard- 
ware market, celebrates its own eighth anniversary by an 
excellent special issue devoted to Hardware associations, 
present and future. It is amatter of regret to Zhe 7rades- 
man that the Southern retail Hardware associations fall so 
generally in the latter rather than in the former class. The 
retail trade in the Southern States would profit much by 
proper organization, and not a week goes by without some 
of Zhe Tradesman’s correspondents mentioning or empha- 
sising that need.— 7he Tradesman. 


A Full Naval Outfit. 


A progressive and patriotic cigar dealer on Columbus 
Avenue, New York, has built and placed in his window 
a formidable looking battleship, composed of the various 
forms in which tobacco is marketed, and having a length 
over all of about four feet, with a beam of one foot. Her 
sticks and smokestacks are Havana wrapper, and doubtless 
Oregon pine filler, while her armor plates are a heavy qual- 
ity of Connecticut wrapper of impervious appearance. But 
the height of dread reality is attained in her armament. 
Peering ominously from unsuspecting port-holes, and occu- 
pying. important deck positions, fore and aft, are mounted 
many large calibre, rapid-firing Pennsylvania seed cigars, 
giving the impression of dreadful execution. The result 
of Dewey’s work in Manila would sink into insignificance 
compared with the mortality accompanying an aggressive 
campaign with offensive weapons of this kind. 


The production of iron ore in France during the year 
1896, according to a report lately issued, reached a total of 
4,062,000 tons, being an increase of 382,000 tons over 1895. 
—American Manufacturer, 
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Akins’ Felt Advertising Mats. 


C. E. Akins, No. 12 Centre Street, New York, has for 
years been the largest maker of the popular Felt Mats 
that are now so largely used for advertising purposes by 
leading manufacturers, who feel that the distribution 
among their patrons of this class of publicity can be relied 
upon to produce the best results. It is stated that where- 
ever they have been introduced into the system of pub- 
licity adopted by the advertising manager, succeeding 
years invariably found increased quantities necessary, and 
it must be a rare thing to find their pleasing presence 
considered undesirable by any patron of the manufactur- 
ers who distributed them. [Illustrating this tendency on 
the part of the largest makers, Mr. Akins is sending out a 
two-page circular showing in fac simile the order from 
Rathbone, Sard & Co., the celebrated stove manufacturers, 
for the successive years of 1895, 1896, 1897 and 1898, as in 
no instance was the order for less than 5000 mats, the cir- 
cular is a convincing proof of the utility of these mats for 
the purpose intended. Estimates will be given and sam- 
ples furnished upon application to the above address. 


A Twentieth Century Trophy. 


One of the handsomest silver trophies we have ever seen, 
was placed in the windows of a Broadway clothing store 
recently. One does not know whether to admire it most 
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as a specimen of the silversmith’s handicraft, or as an ex- 
ample of the progressive policy of the Twentieth Century 
Lamp Co. The trophy is 26 inches high, and weighs 42% 
pounds. It is valued intrinsically at $1000, and carries to 
the winner an income of $25 per week. The principal re- 
strictions imposed upon the winner “re that he shall hold it 
by perpetual competition on tracks under the management 
of the National Cycledrome, and that he shall wear the 
Twentieth Century winning souvenirs. 

The design, as will be seen from the illustration, is acycle 
track in silver, supported by a pedestal of the well-known 
plumes of the company, which in turn rest on a silver base, 
on each of the four corners of which is the regulation 
Twentieth Century lamp. 





Hobart B. Ives, of Hobart B. Ives & Co., New Haven, 
Conn., was interviewed recently on Chambers Street, he 
having just returned from a ‘‘flying squadron” trip 
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Magnolia Metal Co.’s Trade Mark Sustained. 


At a stated term of the United States Circuit Court for 
the Southern District of New York, held in the city of 
New York, April 18th, 1898, it was ‘‘ ordered, adjudged 
and decreed’”’ that the Magnolia Metal Co., in the word 
‘‘Magnolia,” as applied to anti-friction metal and alloys, 
made and sold by them so largely, was possessed of and 
owned ‘‘a good and valid trade mark.’’ This was the out- 
come of a suit brought by the Magnolia Metal Co. against 
Benjamin and Moses Lowenstein, trading as the Nassau 
Smelting & Refining Co., who were using the word 
‘‘Mongolia” upon anti-friction metal made and sold by 
them, which name in such use, was so clearly a violation 
and infringement of the exclusive rights of the Magnolia 
Co., that his honor, Judge Wallace ‘‘ ordered adjudged and 
decreed” that the said defendants ‘‘be perpetually en- 
joined and restrained’”’ from a continuance in the manufac- 
ture and sale of any metal under that name. The Judge 
in his decree deciding that the use of ‘‘ the word ‘ Mongo- 
lia’ or any other word calculated to deceive the public b: 
a like close imitation of the complainants’ trade mark 
‘Magnolia’ ” was unlawful, and was amenable to the re- 
covery of damages for the same. 


The Coldwell Lawn Mowers. 
The Coldwell Lawn Mower Co., Newburg, N. Y., are 


_ doing this season the largest business since the company 


was established. The addition to their usual and regular 
line of a special line of Golf Mowers has proved to be one 
of the most successful features of the season, and while 
the demands of the trade for their regular lawn mower 
favorites have exceeded their most sanguine expectations, 
and still continues unabated, the addition above referred 
to will make a larger plant necessary before commencing 
another season’s business. 

The company was successful in obtaining a contract 
from the Commissioner of Parks ot Greater New York for 
about 300 hand mowers and nearly 70 horse mowers, 
which will be used by the authorities in beautifying, by 
their aid, the numerous parks of New York City, sustain- 
ing the pride felt by the people in these centers of munici- 
pal healthfulness. Other park systems throughout the 
country are adopting the lawn mowers made by the 
Coldwell Lawn Mower Co., among which Buffalo, N. Y., 
provides the latest accession. 


Lubrication of Gas Engine Cylinders. 


The p:oper lubrication of gas engine cylinders has been 
avery difficult problem. The problem, however, seems 
to have been very successfully solved by an official of the 
Pennsylvania Railroad Co. He writes as follows: 

‘‘T had a gas engine at Sharon, Pa., running a pump, 
and the man that had charge of it allowed the lubricator 
to run dry and cut the piston, piston rings and cylinder. 
The makers of the gas engine said the cylinder would 
have to be sent to the shop and bored out, and a new pis- 
ton put in. It was our busy season and we could not 
do without water. I had some of Dixon’s finely pul- 
verized graphite, and I commenced to feed it into the 
cylinder through the suction pipe with the air and gas, 
with immediate relief. After about two weeks the 
engine was running smoother and using less gas than 


through the large cities of the West and Southwest, lasting 
twenty days. He reports substantially, that never in all 
his experience has he found hi- especial line of business in 
a condition of so much promise for the revival of trade. 
Stocks were by no meansin excess of current requirements, 
and his sales were the largest he has ever made on a simi- 
lar trip. 


ever before. 

‘‘T had this same engine apart last Saturday, and every 
place that was cut is smooth as glass. This one instance 
saved us about $75.00. I have great faith in this graphite 
and always keep it on hand.” 


W. C. Heimbuecher, selling agent of iron and steel pro- 
ducts, Chicago, has removed from No. 100 Lake Street to 
No. 36 LaSalle Street, suite Nos. 209 210. 


Overstudy sometimes makes men mad. An understudy 
often has a similar effect upon an actress,— xchange. 
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James L. Prescott: Founder of a Great Business. 


James I.ewis Prescott, the founder of the house OF 2. Bs 
Prescott & Co., was born at Epsom, N. H., March 8, 1828. 
He descended from sturdy New England stock, with an 
English ancestry, which landed in the Massachusetts colony 
at an early colonial period. The name Prescott is familiar 
to the readers of American history. Mr. Prescott’s an- 
cestor was General William Prescott, who commanded at 
the battle of Bunker Hill, June 17, 1775. 

In 1866 Mr. Prescott moved to North Berwick, Me., and 
in 1870 commenced the manufacture of stove polish in a 
structure only sixteen by eighteen feet in size. He first put 
on the market the ‘‘ Universal” brand, which soon became 
very favorably known in a limited territory, but the su- 
perior quality of the product worried his competitors not a 
little. The total daily output of about five gross was de- 
livered at the railway station in a wheelbarrow. The busi- 
ness wasa success from the start and yearly increased until 
it reached an annual sale of about eighteen thousand 
gross. 

In 1888 Mr. Prescott retired from business and was suc- 
ceeded by his son, A. L. Prescott and C. O. Littlefield, 
under the firm name of J. L. Prescott & Co. J. L. Prescott 
now lives at Battle Creek, Mich., where he is passing his 
days in peace and quietude and where he and Mrs. Pres- 
cott recently celebrated their golden wedding in the midst 
of a large circle of relatives and friends. 

In 1887 Amos L. Prescott, the present head of the house, 
conceived the idea that the old fashioned stick-to-it-all-day 
method of blacking a stove was a drudgery for housekeep- 
ers, that ought to be abolished. He accordingly set about 
producing a paste stove polish which proved to be a great 
success. It was put on the market as ‘‘ Enameline, the 
Modern Stove Polish.”” It was determined to make Enam- 
eline famous through the most vigorous methods of public- 
ity. Ina single year more than $200,000 had been appro- 
priated for advertising. 

‘It soon became evident,’”’ says A. L. Prescott, ‘‘ that 
Enameline was to be the world’s stove polish and that an- 
other location must be selected in one of the great centres 
of commerce, where adequate facilities for manufacturing 
and shipping could be provided. This led to the selection 
of New York City for the new headquarters, and in the 
spring of 1896, an extensive factory constructed after 
modern plans was put in operation at Passaic, N. J., twelve 
miles by railfrom New York on the Passaic River, where 
steamers from the vast water connections about New York, 
Brooklyn and Jersey City, enter the docks of the company 
every day. The five gross per day of 1870 had grown to an 
output of nearly five car loads per day, and was being dis- 
tributed to every English-speaking country on the globe, 
as well as in Germany, Scandinavia, Holland, Belgium and 
South America.” 

The year 1896 witnessed the largest growth of any in the 
history of Enameline; both the Passaic and the North Ber- 
wick factories were used in conjunction to supply the 
enormous demands. As the Passaic factory developed, the 
North Berwick plant was gradually given up, and at the 
present time, the entire output of Enameline is from the 
New Jersey factory, and the location as regards skillful 
labor, plenty of space for growth, and for shipments by 
water or rail, is most desirable. 

In the spring of 1894, J. L. Prescott & Co. commenced 
the introduction of Enameline into foreign countries, and 
at the present time they have depots in Liverpool, London, 
Glasgow, Cape Town, Hamburg, Melbourne, Antwerp, Rot- 
terdam and Copenhagen. 

On July 1, 1897, J. Edward Prescott, the son of A. L. 
Prescott, was admitted into partnership, thus being the 
third generation to be represented in the business. This 
gentleman has charge of the Passaic factory. J. Edward 


HARDWARE 23 


Prescott has been especially active in the introduction of 
labor-saving machinery. 

The total length of all the buildings of the Enameline fac- 
tory at Passaic is more than 700 feet, with a capacity of fifty 
tons perday. The buildings are lit with electricity, and 
are ventilated by hot and cold air machinery. The com- 
pany owns its own machine shops. Over three hundred 
hands are employed at the present time, and they are paid 
more than the average scale of wages, the firm believing in . 
a philanthropy that helps people to help themselves. 

After the plumbago from the East Indies has been landed 
at the docks of the company, it is first put through a mill- 
ing process, which is a marvel of mechanical ingenuity; 
these mills accomplishing with the work of one man, what 
formerly employed twenty-five workmen. The company 
manufacture their own tin boxes, and the enormous size of 
the production can be conceived, when it is said that they 
have twenty-two stamping machines with a capacity each 
of sixty pieces per minute. About five tons of tin plate are 
used each day. They also make their own packing cases, 





JAMES LEWIS PRESCO1T. 


and more than 3,000,000 feet of pine lumber is used an- 
nually. 

The covers of packing boxes are nailed on by machinery. 
The labels put on tin boxes are ordered in 100,000,000 lots. 

The sales department is under the supervision of P. M. 
Berry, for a number of years connected with J. L. Prescott 
& Co.,a hearty co-worker in the company’s energetic policy 
of push. 

The offices are at Nos. 90-92 West Broadway, New York, 
where the enormous details of the sales department, the 
direction of large appropriations for advertising, the super- 
vision from one to two hundred traveling men in the United 
States and foreign countries, and contracts for shipping by 
land and water, are negotiated and directed. 


An interesting fact demonstrating the favor in which 
American tools are held in foreign markets, is instanced by 
Chas. Morrill, No. 35 Warren Street, New York. Some 
time since this firm saw fit to increase the export price of 
their saw sets, cutting pliers, seal presses, saws and other 
lines, to bring it up to the domestic price. Notwithstand- 
ing that this placed the goods ovt of competition, so far as 
price is concerned, with those of foreign manufacture, the 
export trade has held its own, and in some instances showed 
a steady increase. The latter condition has been particu- 
larly noticeable in regard to the Australian market. 


The U. S. Mfg. Co., Fond du Lac, Wis, announce a 
novelty in cyclometers. It is called the ‘‘ U.S. Trip,” be- 
cause it indicates the distance covered on each trip, as 
well as the total mileage of the season. It is finished in 
polished nickel, and in antique copper, and registers ten 
thousand miles with independent trip registers of one hun- 
dred miles. 
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Recent Trade Publications. 


The Erie Specialty Co., Erie, Pa., have recently issued 
a new catalogue intended for the trade of 1898. It is a 
pamphlet of nearly fifty pages, printed on excellent paper 
and bound attractively, being the most complete catalogue 
of the varied products of this progressive company we have 
seen. In the catalogue the goods are classified in a manner 
that may with advantage be adopted by all manufacturers 
of similar products; each article has its own arbitrary cata- 
logue number, and if ordered by number only, no mistake 
can possibly occur in the filling of the order. Among its 
contents, which consists of a line of specialties original and 
unique, are to be found the Walker’s Quick Easy Auto- 
matic, and Samson cork pullers, as well as the full line of 
plain, wire, self-pulling corkscrews, in the manufacture of 
which the reputation of the company was firmly estab- 
lished. They are manufacturing among their line of sal- 
able specialties a fine assortment of Lemon Squeezers pos- 
sessing labor-saving devices of no common order, under 
the names of Quick and Easy, Perfected, with stand or 
clamp; Acme, Fifth Avenue Hotel and Samson. Their 
other specialties include milk shakes, in great variety; ice 
grips and ice shaves, cigar and tobacco cutters, cigar light- 
ers with and without cutter combined, etc. This desirable 
catalogue, which may be had upon application, should be 
in the hands of every dealer handling goods of this ‘‘ up- 
to-date ”’ character. 


Berger Bros., Nos. 231 and 237 Arch Street, Philadelphia, 
have issued a handsome catalogue and price list for 1898, 
of their Tinners’ Hardware and Roofers’ supplies. This is 
a finely printed book of 136 pages, bound in heavy cover, 
with gilt lettering, and is thoroughly illustrated with prices 
and descriptions. It would ke an impossibility to enumer- 
ate the very many articles shown in this handsome work, 
but the Hardwaremen will find described within it every- 
thing that can possibly be expected in connection with the 
lines enumerated. In a note of introduction, the company 
say: ‘‘In presenting our annual catalogue for 1898, which 
fully illustrates our extensive line of supplies, we do so 
with the kindest regards to our patrons who have favored 
us with their orders during the past. We take great pleas- 
ure in announcing that we have the largest plant of tin- 
ners’ Hardware and roofers’ supplies in the country, and 
have a large three-story brick factory at Germantown 
Junction for the manufacture of corrugated conductors, 
hanging gutters, etc.,which places us in a position excelled 
by none. With these exceptional facilities we hope to re- 
tain the good will of the trade by our usual prompt atten- 
tion and producing the best goods at lowest prices.” 


The Howard Chainless Cycle Co , No. 759 Sumner Ave- 
nue, Newark, N. J., under the caption of ‘‘ Read What 
They Say,” print in pamphlet form a number of endorse- 
ments of the Howard Chainless, the reading of which would 
naturally impress the prospective buyer that he need seek 
no further, if the object of his quest is a chainless wheel. 
In this pamphlet of thirty-four pages the many important 
and essential improvements to be found in this wheel the 
present season, are dwelt upon by those best qualified to 
know, the riders thereof. The manufactnrers conclude that 
the ‘‘ Howard Chainless,” possessing ‘‘light weight, nar- 
row tread, central draught and superior workmanship,” 
is of right considered a standard chainless wheel, the 
strength of its gears adding greatly to its value. 


The Weatherwax Mfg. Co., Bloomsburg, Pa., manufac- 
turers of the Weatherwax Screwless Door Knob, under a 
cover caption of ‘‘ Things to Adore,” issue a very neat 
four-page leaflet, calling attention to the many advantages 
possessed by this greatly improved style of door knob, 
which they are manufacturing in all the various styles 
demanded by the Hardware trade. From the description 


HARDWARE 


May 10, 1898 


of its merits given in the leaflet, we should consider a large 
sale would be the result when once the trade are made fa. 
miliar with its great convenience. 


The Luckenheimer Co., Cincinnati, Ohio, and No, 2 
Cortlandt Street, New York, have recently published a 
catalogue of their extensive production, in portable form, 
pocket size, so to speak, covering a great variety of brass 
and iron valves, injectors, whistles, lubricators, oil and 
grease cups and steam specialties. 


The Profits of Cash Discounts. 


In almost every line of trade a discount is allowed for 
prompt cash, for cash in ten days, and for cash in thirty 
days. The discount for cash ranges from the minimum of 
a quarter of one per cent. up to ten per cent., and even to 
fifteen per cent in some cases. The discount for cash is 
a very important factor in business dealings and yet, 
strange to say, it is recognized, apparently, by very few 
retailers. 

The shrewd, alert retailer, perceiving the advantages of 
cash discounts, will make it the earnest purpose of his 
business career to reach the point where he can discount 
all his purchases. It is not possible for all retailers to pay 
cash for all their purchases at all times, but in his own in- 
terest it is the duty of every retailer to take the advan- 
tage that the terms of sales offer up to the limit of his 
ability. 

Let us examine into these advantages. If the face value 
of a bill matures at 90 days and the time of sale is subject 
to a discount of one percent. per month. then three per 
cent on the amount will be saved by cash payment. The 
ambition of the retailer should be to make this entire 
amount, but failing to accomplish that he should save as 
much of it as possible, say at least one per cent. 

To arrange one’s financial system so that he may acquire 
the habit of discounting bills should be the aim of every 
enterprising merchant. It will be a surprise to those mer- 
chants who at present feel that they are selling at sufficient 
profit to be able to disregard a small matter like one per 
cent. a month, to see how fixed the discounting habit will 
become if itis only indulged in. It is a most admirable 
habit, because it is a profitable habit. 

Anticipating payments by the retailer may be likened to 
the morning opening of his business place. If he opens 
fifteen minutes earlier than usual, the fifteen minutes thus 
gained will appear to be the longest fifteen minutes of the 
whole day. So it is with a dollar saved by discounting. 
While it is only a dollar, yet it seems larger than an ordin- 
ary dollar, because it comes as a special reward for the 
capable administration of the finances of the business. 

The time-honored terms of the dry goods trade, for ex- 
ample, six per cent. 10 days, or five per cent. 30 days, with 
datings, were undoubtedly devised to induce retailers to 
anticipate their payments. Large profits follow from the 
acceptance of these terms. For example, a bill sold sub- 
ject to six per cent. in 10 days, or five per cent. in 30 days, 
with 30 days dating, practically gives the retailer six per 
cent. off 40 days, or five per cent. off 60 days. Note that 
for the 20 days the buyer loses one per cent., or in other 
words, that by neglecting the discount he pays interest at 
the rate of eignteen per cent. per annum for that interval. 

On terms of 30 days net, or one per cent. for cash in 10 
days, the same loss of discount occurs if the bill is permit- 
ted to reach maturity. Successful merchants improve 
these opportunities to make money; hence the advantage 
of cultivating the discounting habit. 

JoHN R, DEZELLER. 


A Kansas City Hardware firm received an order from a 
country town the other day for a case of iron tonic. It was 
turned over to a drug house. 
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Interesting Facts About a Famous Lock. 


Believing that the subject of locks has a peculiar interest 
to the class of readers whom our pages reach, we have 
gathered the following information on this subject. 

It is a curious fact that both in England and America the 
name most prominently identified with locks is that of an 
American; in the former, that of A. C. Hobbs, and in the 
latter, that of Linus Yale, Jr. 

While the makers of the Yale lock, the Yale & Towne 
Mfg. Co., Nos. 84-86 Chambers Street, New York, have as- 
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sociated the trade name ‘‘ Yale” with many of their finer 
products, in connection with locks it can only properly be 


applied to the original invention of Mr. Yale and to the lat-- 


ter improvements thereon which have been developed 
and introduced since his death by the company. 

The essential characteristics of the Yale system are 
shown in the accompanying illustrations, and consist in the 
separation of the key and tumbler mechanism from that of 
the bolt mechanism, and in the adaptation of a key of sheet 
metal to the actuation of the peculiar tumbler mechanism 
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FIG. 2. 


shown. The original Yale leck hada perfectly flat, thin 
key, which was the forerunner of the innumerable forms of 
flat key now so generally used. It isa common mistake to 
characterize any lock with a flat key as a ‘‘ Yale Lock,”’ 
and many persons are thus misled. The flat key was an 
incident in Mr. Yale's invention, but its chief importance 
lies in the form of tumbler mechanism adopted, the vast 
capacity for key changes which this affords, and the re- 
sulting immunity from liability to accidental interchange 
of keys. In common locks the key changes are counted by 
the dozen only; in the Yale lock they are counted by the 
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FIG. 3. 


thousand. The flat, steel key of the original Yale lock 
gave place later to the corrugated key, and this in turn to 
the latest form, the ‘‘ Paracentric,”» which is shown by the 
illustration. The peculiar key-way used with the latter 
adds greatly to the original security of the lock, while the 
intricate form of the key itself practically precludes illicit 
dnplication. 

The Yale lock is a curious illustration of the adage that 
‘there is nothing new under the sun.” In the pyramids 
of Egyptlocks have been found embodying the pin-tumbler 
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system. Here, however, the resemblance ends. In the 
application of the principle, and in all refinements of me- 
chanical detail, the difference is as wide as that between 
the civilization of Egypt under the Ptolomies and that of 
America at the close of the nineteenth century. 


Death of William Witte. 


William Witte, the surviving member of the firm of 
John G. Witte & Bro., No. 75 Chambers Street, New 
York, died of cancer of the stomach, at his residence in 
Brooklyn, on Tuesday, April 26th. Mr. Witte was born in 
Lubeck, Germany, in 1838, and in 1857 came to this coun- 
try to join his brother, who was at that time already es- 
tablished as an importer of Hardware, cutlery and the 
general assortment of tools and small Hardware made in 
Germany and sold largely by the jobbing houses of this 
city until within the last decade or more. John G. Witte 
& Brother were the first, or very nearly so, of the pioneer 
Hardware houses which made Chambers Street the dis- 
tinctly Hardware street it afterwards became, they having 
located there in 1862. Mr. William Witte was identified 
with his firm for 35 years, and was a very pleasant unmar- 
ried gentleman of quiet and unassuming habits, devoted 
to his business, from which he was rarely absent, except 
when compelled by illness. He was a member of the Hard- 
ware Club of New York, and the Germania Society of 
Brooklyn, in the parlors of which organization his funeral 
services were held on April 28th,interment being in Green- 
wood. This long established business it has been decided 
will be closed up, when the stock remaining shall be dis- 
posed of. 


Discovery and First Use of Coal. 


Our anthracite coal fields were first discovered by a 
hunter named Nicho Allen, during the time George Wash- 
ington was president. Allen encamped one night in the 
Schuylkill regions, kindling his fire upon some black 
stones. He went to sleep near the fire, and awoke to find 
himself almost roasted. The stones were on fire, and 
anthracite was burning for the first time. A company was 
organized shortly after this for the purpose of selling this 
coal, but met with little scccess. It was taken around to 
the blacksmiths, but they, not knowing how to use it, 
would have nothing to do with it. Some of it was shipped 
to Philadelphia by a Colonel Shoemaker and sold there. 
It was so unsatisfactory that a writ was gotten out from 
the city authorities denouncing the colonel as a knave 
and a scoundrel for trying to impose rocks on them for 
coal. What changes have been wrought in the past cen- 
tury. Philadelphia owes its growth and progress largely 
to anthracite coal.—“/xehange. 


Pointed Paragraphs. 


It’s easier for a camel to get through the eye of a needle 
than it is for a Chinaman to get through hisneed of an idol. 

The man in the honeymoon is not a myth. 

Talk is cheap, but somehow gossip always gains currency. 

The monkey has one advantage over the Anglomaniac— 
he’s imported. 

The mother-in-law often proves too much for the newly 
wedded lawyer. 

Dry books cannot always be depended upon to satisfy 
one’s thirst for knowledge. 

It is one of fate’s decrees that lovers must fall in love 
before they can fall out. 

Some people are not satisfied with the milk of human 
kindness—they want the cream. 

It is said that nations move by cycles. 
people also move bicycles nowadays. 

The sins of omission are probably those we would have 
committed had we thought of them. 


A great many 
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Engineering Secrets. 


It is the practice of some engineering establishments to 
maintain a great air of secrecy and important mystification 
about all that goes on within their walls, and toimpress upon 
outsiders that large chunks of valuable information are 
constantly being evolved therein and kept bottled up for 
strictly private consumption. 

Other firms, often of greater reputation, are, on the con- 
trary, extremely liberal with information concerning meth- 
ods and plans and seem to think that there is no loss what- 
ever in permitting their ideas to go abroad for the benefit 
of whom they may concern. 

Differences of opinion may exist as to the correctness of 
either position, and the outsider can only judge by circum- 
stantial evidence, which in this instance is sometimes 
stronger than direct testimony. Manufacturing establish- 
lishments may safely be judged by their products, and it is 
the general testimony that the shops which are the most 
outspoken cuncerning their methods and the most liberal in 
extending courtesies to visitors, are the establishments 
whose products stand the highest in reputation, perform- 
ance and value. This point was very well brought out in 
a recent discussion over a paper upon the construction of 
ships, recently read in England, in which the remark was 
made that much special information, belonging to a private 
firm, had been given to the public. One of the speakers 
remarked that he desired to emphasize, not only the de- 
sirability, but also the duty of designers and firms having 
information that would be useful to other members of the 
profession to give it out for the benefit of all. No one man 
is so very clever as to be exclusively in possession of all the 
valuable information, and all can learn from each other. 
Indeed, in one of the leading American establishments it 
is admitted that quite as much valuable information is ob- 
tained from engineering visitors as it is at all likely they 
take away with them, and we can believe this to be quite 
true of several shops which might be named. 

When we turn to the places which attempt to maintain 
strict and solemn guard over everything, and which impose 
deep secrecy upon all designers and employees, we usually 
remark a decided absence of originality about the products 
which lead us often to wonder what they can be hiding be- 
hind the closed doors and silent conclaves. 

There is no doubt that the best shops are the most liberal 
and open to visitors, and impose the least restrictions on 
the freedom of speech of their employees, and the places 
which maintain the greatest secrecy apparently are the 
very ones which have the least to conceal and the most yet 
to learn. The most cherished secrets they possess are 
often their own deficiencies, and yet these are most ap- 
parent to all, for by their works we do know them.— Zhe 
Engineer, New York. 


Tempering a Spring. 


It isnot every smith who knows how properly to temper 
aspring. Itis not a hard job to some smiths, but other 
smiths, professional and amateur, claim thatitis. In get- 
ting ready to temper a spring, one should begin with the 
forging itself, for if that be not well done, no amount of 
‘know how” can make a successful tempering. The 
forging should be done with low heats and light blows, and 
the. steel should not be hammered while cold, with heavy 
blows at least. Avoid making hammer marks in the steel 
when forging, for, although such marks may be worked 
out, they do not add to the strength or long life of the 
spring. A good many failures of seemingly perfect springs 
could doubtless be traced to this little point in the forging. 
After the spring has been hammered to size, spend a little 
extra time in lightly hammering the steel when it is nearly 
cold—but don’t strike hard. The light hammering will 
toughen the steel and make a better spring. The outside 
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surface or ‘‘skin’’ seems better adapted to spring work 
where the surface is hammered up, instead of being filed 
or ground. Afterthe hammering is done, polish the spring 
with a bit of emery paper. It is best not to put it on an 
emery wheel, for then the skin above mentioned would be 
destroyed. Sometimes, however, it is necessary to partly 
shape the spring by grinding; but let this be done at an 
early stage of the job, so that the outside skin may be re. 
stored as much as possible. When ready for the hardening, 
there are two ways of doing the heating—either by holding 
the spring over a clean fire with a small pair of tongs, 
keeping the spring high up so that it will heat slowly, or 
by first heating a heavy piece of iron red hot, and then 
placing the spring on that until the steel is heated. 

When the spring is fully and uniformly heated to a light 
red, plunge into cold, but not ice-cold, water. The amount 
of twist that is got in the spring by this operation depends 
on the manner in which the spring is put into the water. If 
it be put in so that a flat side touches first, the sudden cool- 
ing of that side will cause the spring to be pulled out of 
shape, and held there by the subsequent cooling of the rest 
of the spring. If put into the water endwise, or straight, 
there will be but little distortion of the spring. After 
hardening, polish the steel with a bit of emery cloth until 
the metal is bright, clean and white, then put a few drops 
of oil on a bit of paper, light it, and hold under the spring 
until every portion of its surface is covered with a thick 
coating of smoke. Next heat the spring slowly, holding it 
high up the forge fire until the smoke is all burned off; but 
it should all goalike. Don’t let one part of the spring get 
so hot that the smoke is all burned off while another part 
is thickly coated. This means a spring of uneven temper, 
that will break off in short order. When the smoke has 
been carefully burned off, lay the spring on the ashes of 
the forge to cool slowly, andin a few minutes it will be 
ready for work.— Scientific Machinist. 


Some Georgia Nuggets. 


Some folks would rather wait all day fer de wagon than 
run ten yards ter ketch a train. 

Doan’ judge de church by de steeple. Some steeples are 
so high dat sinners can’t hear de bell ring. 

De worl’ was a mighty good worl’ till it got folks in it; 
kase in dem days dey wuzn’t nobody ter tell you how bad 
it wuz. 

De prodigal son never went home till he got hongry. 
After dat he got religion en madea bee-line for de ol’ 
man’s. 

De middle er de road is purty dusty, but its lots safer 
than stumblin’ roun’ in de woods.—xchange. 


The extent to which ball bearings are now employed is 
shown by the importation of at least 200,000,000 balls a 
year, mostly from Schweinfurt, Germany, where the 
largest manufactory of steel balls in the world is located. 
Recently a company has been formed in Allentown, Pa., 
which includes many of the stockholders of the German 
company, and capital has been subscribed for the erection 
of large works there for the manufacture of steel balls. The 
plant is to have a capacity equal at least to the importation 
demands of last year. 


The Bureau of the American Republics is officially in- 
formed that the government of Ecuador is asking for bids 
for the construction of an iron building, to be used as a 
custom house for the port ef Guayaquil. Payment for the 
work will be guaranteed by import duties of the port, ap- 
propriated for that purpose. The plans and specifications 
and further information may be obtained from Miguel 
Valverda, consul-general of Ecuador, No. 24 State Street, 
New York city. 
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Some Curious Old Patents. 


In our German contemporary, Glaser’s Annalen, some in- 
teresting particulars are given as to early British patents. 
It will be seen that the idea, at least, of some of our modern 
inventions was anticipated by these curious old patents. 
We give below some interesting examples: 

The first patent specification, accompanied by drawings, 
is that belonging to the British patent No. 169, of 1673, 
which describes a machine for grinding seeds and extract- 
ing oil; also a machine for cleaning and dredging rivers, 
harbors, etc. The second patent, with drawings, is the 
British patent No. 186, of 1675, relating to a mining pump. 

Thomas Master, a Pennsylvania planter, secured a Brit- 
ish patent, No. 4o1, of 1715, for a process for treating corn. 
This patent is remarkable in that it states that the inven- 
tion was made by Mrs. Sibylla Masters. This is, perhaps, 
the first case of a patent granted for an invention made by 
a woman. 

An English patent (making steel, etc.), granted May 6, 
1671, to Prince Rupert, Duke of Cumberland, was assigned 
to King Charles II. 

A patent granted to Prince Rupert, Duke of Cumberland, 
gave him the right to take oath from his workingmen that 
they would keep the invention secret. 

The Marquis of Worcester, on November 15, 1661, se- 
cured a British patent, No. 131, covering the following in- 
ventions: A self-winding clock, rapid-firing guns and 
pistols, a device for detaching runaway horses, and lastly, 
a ship constructed to sail against the wind, and capable, 
when anchored, of use as a water motor or windmill. 

The patent 183, of October 25, 1675, grants a Lon- 
don merchant, Justinian Angell, the right to erect light- 
houses at the mouth of the Humber, and to collect a duty 
from the skippers. 

By letters patent No. 255, of August 23, 1687, the Duke 
of Albemarle secured the sole right of erecting sawmills, 
driven by wind or by water, in some colonies (excluding 
New England). 

A repeating rifle is described in the patent to Charles 
Cardiffe, No. 216, of February 16, 1682. 

Patent No. 184, of 1675, shows how to convert foul water 
and salt water into palatable drinking water in large quan- 
tities and quickly. 

The idea of catching fish by the aid of lamps is found in 
the patent No. 295, of April 22, 1692. 

The first patent for a burglar alarm is the British patent 
No. 331, of January 11, 1694. 

Patent No. 314, of January 31, 1693, covers a process for 
utilizing the heat generated when slaking lime. 

The first English patent containing a mention of coffee 
is that granted to Richard Bull, No. 373, of December 22, 
1704, for a coffee roasting machine. 

The first patent containing a reference to potatoes is No. 
413, of May 17, 1717, for a process of making starch from 
potatoes. 

A chemical fire extinguisher is described in patent No. 
458, of November 12, 1723. 

Thomas Savery’s patent for his steam engine is numbered 
356 and dated July 25, 1698. 

A wave motor is described in patent No. 315, of 1693. 

The use of the hydraulic jet for the propulsion of vessels 
is described in the British patent No. 132, of May 16, 1661, 
granted to Thomas Toogood and James Hayes. 

The British patent No. 236, of 1684, granted to John 
Cliquet, relates to a carriage-like machine adapted for use 
as a conveyance for one or two persons. ‘The inventor ap- 
parently had a motor carriage in view. 

The first patent relating to street lighting is that granted 
in England to Vernatty, No. 227, of 1683. 

The first patent relating to street cleaning is a British 
patent granted February 21, 1674, to Thomas Toogood. 
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On June 20, 1699, Edmund Heming secured a British 
patent, No. 364, for a street sweeping machine. 

The British patent of Edmund Heming, No. 282, of Oc- 
tober 17, 1691, is for the ‘‘ making of iron plates tinned 
over, commonly called tin plates, as good as those brought 
from and madein Germany.” Theuse of the words ‘‘ made 
in Germany ” at such an early period is significant.—.Sczen- 
tific American. 


The First Typewriter. 


The New York Suwa reports that the inventor of the first 
typewriter is still living. It is not surprising to learn that 
he was a Connecticut Yankee. The first instrument wasa 
home-made affair, and the inventor, according to this ac- 
count, never reaped the reward of his great idea. This 
first typewriter was perfected about thirty years ago, 
and received little encouragement from the scientists of 
those days. The machine did its work well, although in a 
slow way as compared with improved modern machines. 
The typewriter was first set up in a small melodion case in 
New London. The type was worked with a keyboard. 
The machine was taken to various States and exhibited, 
when inventors, seeing the idea, set themselves to work, 
and the result was the modern typewriting machine in all 
its multitudinous variations. 


A Lot of Bulls. 


It was a Scotch woman who said that the butcher of her 
town only killed half a beast atatime. It was a Dutchman 
who said a pig had no marks on his ears except a long tail. 
It was a British magistrate who, when told by a certain 
rascal that he was not married, responded: ‘‘ Thatisa good 
thing for your wife.” It was a Portuguese mayor who 
enumerated, among the marks by which the body of a cer- 
tain drowned man might be identified when found, a ‘‘ mark- 
ed impediment in his speech.” It was a Frenchman, who, 
contentedly laying his head on a stone jar for a pillow, re- 
plied to an inquiry whether it was not too hard: ‘‘ Not at 
all, for I have stuffed it with hay.” And it was an Ameri- 
can who lecturing one evening said: ‘‘ Parents, you may 
have children, or if not, yourdaughters may have.”— House- 
hold Words. 


A peculiar fabric which is likely to be useful for a variety 
of purposes is being manufactured in Brussels. It is flex- 
ible, transparent, and waterproof, and can be washed off 
like a pane of glass with cold water by means of a sponge. 
The material is mainly intended for portietes, shades, um- 
brellass, etc. The patented process consists in filling up 
the meshes of a wide meshed fabric, such as muslin, with 
chrome gelatine, or a similar substance, and rendering the 
chrome gelatine insoluble by exposure to light. The stuff 
is then coated on both sides with boiled linseed oil or fat 
varnish, and the treatment with chrome gelatine and lin- 
seed oil is repeated several times. The fabric is decorated 
by printing. 


Burditt & Williams, Boston, announce on page 36 of this 
issue a new Marty Rat Trap, No. 3%. They state that 
this trap is slightly smaller than their No. 3, but is the 
same in every other respect. It is made, they say, ‘‘to 
meet the competition of worthless imitation traps by fur- 
nishing a genuine at a cheaper price.” They will be 
pleased to send quotations and other information on 
application. 


The E. S. Stiles Co., Watertown, N. Y., are sending 
their friends an attractive card showing samples of some 
of their leading productions. Prospective purchasers are 
requested to send samples or sketches, for the purpose of 
obtaining prices. | 
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Cyco-Bearing American Queen. 

The latest production from that active quarter where so 
much is produced, the Bissell Carpet Sweeper Co., Grand 
Rapids, Mich., and New York, is the Cyco-Bearing Ameri- 
can Queen, made expressly to meet the demand that exists 
with an exclusive class of customers who are always willing 
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to pay a little more for an exceptionally fine article. This 
sweeper is made from imported mottled mahogany veneer, 
selected, the figure being matched to produce the finest pos. 
sibleeffect. This veneer is given the highest grade piano fin- 
ish that skilled workmanship can produce, and contains all 
the latest and best patented devices of the Bissell Co. ,includ- 
ing ‘‘cyco” bearings and dust proof axle tubes. The metal 
parts are all nickel, and only the best materials throughout 
are used in the construction of thissweeper. The company 
say that no expense has been spared to make the American 
Queen attractive in the highest degree, and mechanically 
perfect. They add: ‘‘No piece of furniture going out from 
any of Grand Rapids’ famous factories at any price is fin- 
ished finer than Bissell’s ‘Cyco’ bearing American Queen 
sweeper.” The Bissell Co. also strongly recommend the 
use of their upholstered handles with this sweeper. 
De Haven’s Shipping Department Specialties. 
De Haven Mfg. Co., Nos. 50 to 54 Columbia Heights, 
Brooklyn, N. Y., are placing upon the market among a 





number of other specialties the Self-Drawing Wire Box 
Strap, illustration of which is given herewith. This is a 
flat wire strap that lies close to a case, making a neat finish 
when applied; the strap is provided with split and spread 
holes, three inches apart throughout its length; the driv- 
ing of the nail spreads these holes to an extent that has the 
effect of contracting the length of the strap, and tightens 











i 
| 





it consequently to a remarkable degree. These straps are 
furnished, put up on reels of 5000 feet lengths, and are also 
supplied in bundles of too pairs of straps cut in lengths 
from & inch width by 4 to 12 feet to 7-32 inch width in 
same lengths, making them adapted to special lines of 
busisnes. The De Haven Mfg. Co. are engaged in making 
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various similar specialties in the line of box straps, clutch 
nails, etc., intended for use in stripping, nailing and re. 
pairing packing cases, crates, buckets, pails and furniture, 
catalogues and samples of which will be promptly sent 
upon application to the factory. 


New Window Stop Adjuster. 
The Queen Sash Balance Co., No. 150 Nassau Street, 
New York, are placing on the market a new Window Stop 

















Adjuster, specially designed to prevent slipping after the 
stop is set up in its place. It is explained by this company 
that heretofore ‘‘the difficulty with devices of this char- 
acter has been that, after adjustment, the frame of the 
window exerts a pressure sufficient to force the stop back, 
and thus renders it ineffectual.” In the Queen Window 
Stop Adjuster, the cup and the washer, into which the set 
screw fits, are bothcorrugated, asshown in the accompany- 
ing illustration, and when properly adjusted, cannot slip 
until the screw is again loosened. The manufacturers call 
attention to its special application to revolving sashes. 


Enterprise New Rotary Beef Shaver, No. 125. 

Those who are desirous of the largest obtainable profit 
from each dollar invested, will be interested in the latest 
product of genius in money-making-and-saving machines, 
illustrated herewith. In these days of competing business 
interests and fastidious customers, it becomes absolutely 
necessary that every legitimate means be adopted to satis- 
fy the conditions, In its particular field the Enterprise 
New Beef Shaver, the latest product in its class, combines 
the good features of all predecessors and corrects all their 
faults. To butchers, grocers, hotels and restaurants, or 














those having to slice any product such as smoked beef, ba- 
con, bologna sausages, ham, cheese, etc., required to be 
uniformly and rapidly cut into slices, this new machine is 
the exact thing. Itis capable of slicing from one-eighth 
inch to the thickness of paper, instantly as desired, never 
produces irregularity in slices, and will cut to almost the 
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end of the piece. Is always ready for use, and with all 
has a great slicing capacity. Its graceful appearance is 
partly shown by the illustration. That it is ornamental, 
substantial and accurate, is assured by the fact that it is 
manufactured by the Enterprise Mfg. Co, of Pa., Third 
and Dauphin Streets, Philadelphia, Pa., who will forward, 
free, information and prices upon request. 


The Boston Ice Pick. 
A new spring ice pick—the ‘‘ Boston ’—is being placed 
on the market by John H. Graham & Co., No. 113 Cham- 
bers Street, New York. Among the many points of merit 











claimed for this handy tool are simplicity, from the fact 
that it contains few parts carefully put together, and war- 
ranted not to break or get out of order with ordinary wear; 
durability, as the working parts are made of brass or cop- 
pered steel, and will not rust or corrode; convenience, be- 
cause it can be operated with one hand, the point remain- 
ing fixed where desired, and thus preventing the scattering 
of pieces of ice. The handle and head run freely on the 
rod, and as heavy a blow as required may be given. 


Difference Between India Rubber and Gutta Percha. 


India rubber is of a soft, gummy nature, not very tena- 
cious, astonishingly elastic. 

Gutta percha is fibrous, extremely tenacious, and without 
much elasticity or flexibility. 

India rubber once reduced to a liquid state by heat, ap- 
pears like tar and is unfit for further use. 

Gutta percha may be melted and cooled any number of 
times without injury for future manufacture. 

India rubber coming in contact with oily or fatty sub- 
stances is soon decomposed and ruined. 

Gutta percha is not decomposed by coming in contact 
with oily or fatty substances. 

India rubber is ruined by coming in contact with sul- 
phuric, muriatic, and other acids. 

Gutta percha resists the action of these and nearly all 
acids. 

India rubber is a conductor of heat, cold and electricity. 

Gutta percha is a non-conductor of heat, cold and elec- 
tricity. — Zhe Formulary. 


The monthly meeting of the New England Hardware 
Dealers’ Association will be held at the Revere House, 
Boston, on the evening of Wednesday, May 11th. The 
following subjects will be discussed: ‘‘ Relations of the 
employer to the employee;” ‘‘ Vacations; duration and 
most desirable season for same;’” ‘‘ Leave of absence on 
account of sickness, length of time allowed on full pay, if 
any;”’ ‘*Custom of clerks making special or cut prices to 
friends. Is this practice general?” The following mem- 
bers are expected to speak upon one or all the topics; 
Messrs. Loomis, Adams, Janvrin, Thompson of Lowell, 
Barber, Parlin, Burditt, Morss, Hunter, Wiley and Balkam. 
Messrs. Mansfield and Van Buskirk will furnish the mu- 
sical entertainment. The entertainment committee con- 
sists of Thomas H. Baldwin, Boston; Byron C. Pierce, 
Taunton; J. B. Taylor, Waltham. ) 


Douglas & Co., iron and Hardware merchants, Amherst, 
Nova Scotia, announce that they have associated as a 
member of their firm, Harold W. Stevens, who was for- 
merly in their employ, and Walter Wood, who has been 
in charge of their office work. They have enlarged and 
improved their premises, and intend continuing their busi- 
hess on the same lines as heretofore, giving especial atten- 
tion to the Hardware trade, in both wholesale and retail 
branches. 
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What a Drop of Ink Did. 


James Gordon Bennett had a way of appearing in the 
composing and press rooms of the Mew York Herald at the 
most unexpected times; and as his visits often resulted in 
a general ‘‘shake up” of the working forces of the paper, 
they were awaited with fear and trembling by the em- 
ployees. On one of these occasions, one of the pressmen, 
an excellent workman who had been there under the elder 
Bennett, but was somewhat guilty from a lapse of sobriety, 
had a black eye and was in a quandry as to what excuse he 
should offer if Mr. Bennett should comment upon it. By a 
sudden inspiration, he seized an ink roller and daubed some 
ink on his face, completely covering the discoloration. 
Presently Mr. Bennett came to the press room, and, with 
the foreman, Mr. Hays, went through the room, comment- 
ing on every detail and looking very sharply at every em- 
ployee. When about to leave, he pointed suddenly to the 
inky pressman, and said, ‘‘ Mr. Hays, what is that man’s 
name?” The man quaked in his shoes until Mr. Bennett 
said slowly, ‘‘I want you to give that man three dollars a 
week more wages. Heis the only man in the room who 
looks as if he had been working.” 


Alder & Boyd have located at No. 37 Warren Street, as 
manufacturers’ representatives. The members of this 
firm are Benjamin S. Alder, formerly with J. C. McCarty 
& Co., and Andrew Z. Boyd, formerly with the Whitman 
& Barnes Mfg. Co. In announcing this to the trade, these 
gentlemen say: ‘‘It will be our aim to carry a complete 
line of samples, catalogues and price lists for the bene{t of 
the New York jobbers and export commission merchants. 
Our quotations will be the manufacturers’ selling prices. 
Our experience of twenty-two and fifteen years respect- 
ively will be a guarantee of the quality of goods we shall 
represent. We consider it our most pleasant duty to thank 
our customers for their patronage of the past.” 


The annual meeting of the stockholders of the Joseph 
Dixon Crucible Co. was held at the company’s main office, 
Jersey City, N. J.,on Monday, April 18th, and out ofa 
possible vote of 7345 shares, there were 7042 shares voted 
for the re-election of the old board, consisting of Edward 
F. C. Young, John A: Walker, Daniel T. Hoag, Richard 
‘Butler, William Murray, Alexander T. McGill and Joseph 
D. Bedle. President, E. F. C. Young; vice-president and 
treasurer, John A. Walker, and secretary, Geo. E. Long 
were re-elected by the directors, Judge Joseph D. Bedle 
was also re-elected as counsel. 


Herr Frederick Alfred Krupp is the largest employer of 
labor in the world. On the payroils of the great Krupp 
establishment are more than 25,000 men. They are em- 
ployed in making cannon and other munitions of war. 
Thirty-four governments have made purchases there, and 
this means that more than 25,000 gunsof various sizes have 
been frowning on mankind in the name of peace and civili- 
zation.—/ndustrial World. 


W. R. Russell & Co., manufacturers of the Royal Metal- 
ine Polish, whose factory and offices at No. 2 Burling Slip, 
New York, were recently destroyed by fire, have secured 
new Offices in the John Wolfe Building, No. 66 Maiden Lane. 
Their factory will be away from the offices, the location 
not being yet chosen. 


A. W. Douglas, secretary of the Simmonds Hardware 
Co., St. Louis, Mo., was in the city recently. He reports 
good business in the West, despite the uncertainty created 
by war talk. 


It is notso much what he takes in as what he digests that 
makes a man strong in business practice.—Zxchange. 
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Review of the Markets. 


Hardware: The war conditions, which form the staple 
substance of everyone’s daily thoughts and discussion, 
have kept the full business which is always expected in 
the month of May,from becoming the important feature of 
the anticipated Spring trade. The volume of business is 
fairly good, but by no means extraordinary, the Western 
demand keeping up very satisfactorily, while the business 
along the Coast and in the Eastern States, has never ad- 
vanced from the sluggishness manifested so far this sea- 
son as its prominent characteristic. With few exceptions 
prices remain quite steady. The belief is rife that if the 
war with Spain should prove of short duration, our Fall 
trade will become a phenomenal one. Collections so far 
this season are reported as being unusually good. 

Wire Nails: The old stocks in the hands of the leading 
dealers seem not yet exhausted, and the current demands 
of the large trade are of a very moderate character. 
Prices seem to have touched a satisfactorily low rate, and 
any inclination toward lower quotations is not noticeable. 
A number of mills of limited production closing down 
wou'd indicate present profits as being extremely light, 
the feeling between competing mills not being of an ag- 
gressive character. While large buyers with good sized 
specifications are still able to place them at $1.30 at mill, 
the market price for carload lots is represented more fully 
by $1.35 at mill. New York prices are: Carload lots on 
dock, $1.45 to $1.50; smaller lots fromstore, $1.55 to $1.60. 

Cut Nails: The business in this staple line has been 
but moderate for some time, and present quotations may 
justly be regarded as sufficiently low to induce a larger 
business than is apparent. New York prices are repre- 
sented by the following: Carload lots on dock, $1.174% @$1. 20: 
smaller lots from store, $1.25@$1. 30. 

Builders’ Hardware: The volume of trade in this di- 
versified line of business is gradually assuming an impor- 
tance very gratifying to the makers thereof. The stocks 
throughout the country are by no means large, and the ten- 
dency of the trade is to gradually increase them by carry- 
ing an average assortment in which the latest styles of de- 
sign and finishes shall be found well represented. 

Binder Twine: The placing of some of the larger orders 
which have been held back for trade developments, has 
made the market a much firmer one, and prices have ad- 
vanced at Eastern factories % centa pound. Quotations 
for carload lots are represented by the base price of 6% 
cents per pound for sisal and 7% cents for manila, 550 feet 
to the pound, smaller quantities being held at % cent a 
pound advance on these prices. 

Cordage: An increasing demand and improving condi- 
tions affecting supply of material have made an advancing 
market, the base price for carload lots being represented 
by, manila, 7-16 and larger, 63 cents, and sisal, corre- 
sponding sizes, 6 cents per pound; other sizes at the cus- 
tomary differences. Smaller quantities are quoted at the 
usual &% cent a pound advance on above prices. 

Linseed Oil: The Dean Linseed Oil Co., No. 181 Front 
Street, New York, quote as follows: In lots of less than 5 
barrels, 43 cents per gallon; in lots of 5 barrels or more, 
42 cents per gallon. The 5-barrel price only applies to 
deliveries of that quantity at one time. Boiled linseed oil, 
2 cents per gallon higher than raw. Calcutta oil, 54 cents 
per gallon. Above prices are subject to change without 
notice. 


THE DAVENPORT TRADE. 

Money is in good demand at slightly higher rate of in- 
terest. Amount of bank deposits practically unchanged. 
Bank clearances show a large increase of business, as com- 
pared with last year at this time. : 

The demand for army supplies incident to the American- 
Spanish war has very largely increased the output at the 
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United States arsenal here. By the time this is in print 
there will be employed not less than fifteen hundred mep 
which means an addition to the usual force of fully om 
thousand mechanics, of whom there are probably seven oy 
eight hundred newcomers, increasing the population of this 
neighborhood on account of extra help at the arsenal alone 
fully two or three thousand people. The work that js 
shipped daily from the arsenal amounts to six or eight car. 
loads, and comprises eaissons, gun carriages, haversacks, 
blanket bags, saddle cloths, saddle bags, gauntlets, water. 
proof canvas coats, girths, cartridge pouches, cart belts, 
Springfield rifles, canteens, frying pans, tin cups, cannons, 
artillery harness, etc., etc., etc. 

The demand for some lines of goods is greater than the 
supply, notably some of the best brands of barb wire 
smooth fence wire, auger and auger bits, poultry netting, 
garden rakes, rope, field fencing and solder. 

Many of the wire nail mills have shut down, and as soon 
as this is known there will probably be a sudden demand 
for speculative stocks. 

Some of the manufacturers have withdrawu all prices on 
rope on account of the precarious condition of the manila 
and sisal fibre market. Stocks are light. 

The amount of sales for April compare favorably with 
sales for same month in 1897, but the increase of sales does 
not carry with it a corresponding increase of profits. The 
rule is getting to be large sales regardless of profits. Col- 
lections are satisfactory, with no failures to report from 
here. SICKELS, PRESTON & NUTTING Co, 


THE COLUMBUS TRADE. 

Business stiil continues good, and we think our experi- 
ence is the same as other jobbers with reference to the 
difficulty in getting seasonable goods promptly. The de- 
mand for some lines is far in excess of the output of the 
manufacturers. We are just inreceipt of a letter from a 
large manufacturer apologizing for delay in shipping goods, 
and.giving asa reason that nine of their most important 
men had enlisted and gone to help wipe the Spanish out of 
existence. It is our opinion that about one more such vic- 
tory achieved at Manila will end the war. We trust we 
will be successful in the next engagement, and then have 
peace. 

Some goods have taken a decided advance, especially 
metals and rope. The price of smooth fence wire is firmer 
since May 1st. Manufacturers can sell more than they 
can make, and no doubt think it a good time to get better 
prices. 

Our city is the centre of attraction at present, as we have 
about nine thousand soldiershere. They are a fine looking 
body of menand youths. A great many of the State militia 
are under age, but they will make good soldiers if they are 
sent to the front. 

The weather is favorable for vegetation, and prospects 
could hardly be better for an abundant harvest. 

SMITH Bros. HARDWARE Co. 


THE OMAHA TRADE. 

Trade is moving along in remarkably even channels, 
still showing a noticeable improvement over the corres- 
ponding periods of a year ago. While in some places com- 
plaint is made that business has been affected by the war 


_scare, it does not appear to have reached this locality, and 


no ill effects whatever have been noticed. 

A feature of business is the unusual demand for barbed 
wire, mostly from the cattle ranges in the western part of 
the State, and this must be taken as a healthy indication 
of this great industry. Some scarcity has been noticed in 
the supply of season goods, notably, poultry netting and 
steel goods, and the demand for spring goods has been 
quite above the average. 

The near approach of the opening of our Exposition 
makes considerable stir and improvement in local trade, 
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and unless present expectations, from some untoward 
cause, fail to be realized, the gates will swing open at the 
time set and it is the opinion of competent judges who 
have had experience in these things, that the display will 
exceed in many respects, anything that has ever been un- 
dertaken in this line, not excepting the World’s Fair. 
Collections are good. RECTOR & WILHELMY Co. 


THE CHICAGO TRADE. 

We have not had time during the past month to write 
our usual letter, for the very good reason that it has taken 
all of our time to keep our different stocks in condition and 
fll our orders. 

Business is much better than last year at this time. 
Customers are paying promptly, and are well pleased 
with prospects for a fine trade throughout the Spring 
months. 

Consumers in the country should certainly feel most lib- 
erally disposed to make purchases and pay up, as grain, 
cattle, horses, hogs and other farm products are booming 
in price. 

Many other lines of merchandise, such as clothing, gro- 
ceries, dry goods and drugs are advancing, but we are 
still selling Hardware at about the lowest figures known. 

There seems to be an enormous demand for plain and 
barbed wire, steel goods, poultry netting, lawn mowers, 
farming tools, wire cloth and window screens. 

With the early closing of our war with Spain in pros- 
pect, we shall, no doubt, give manufacturers the largest 
business they have had any time in ten years. 

WELLS & NELLEGAR Co. 


THE ST. PAUL TRADE. 

The weather, this Spring, has been very seasonable for 
all kinds of farm work. The seed is now well in the 
ground, and the ground is in good condition for it to grow. 

The war, and other causes, have stimulated the price of 
all farm products, and the farmer is in a more prosperous 
condition, and is looking forward to better prospects than 
at any time during several years past. 

As a consequence, the retail merchant is busy, for his 
customers are paying their accounts, and making new 
purchases freely. 

Great activity in building is reported both in the country 
and city, and altogether, it looks as though prosperity was 
advancing with reasonably rapid strides. 

But you say, ‘‘How about the war?” We see four 
thousand young men who, ten days ago, were peacefully 
pursuing their several vocations at their homes through- 
out the State, now in camp within our city limits, 
more or less industriously drilling and fitting themselves 
to be soldiers. One hundred and odd thousand young 
men are gathered i1 various other States throughout our 
country, also drilling, and dreaming of fame to be won at 
the cannon’s mouth. 

What effect does all this have on business ? Aside from 
the slight derangement occasioned by taking some men 
away from their places, as far as the writer’s observation 
extends, it has no appreciable effect. Newspapers sell 
somewhat more freely, and loafers hang around bulletin 
boards instead of walking up and down the streets. Busi- 
hess goes on as usual. People continue to ‘‘buy and sell 
and get gain,” (or try to) to build, manufacture, dig, 
plant, etc., ete. 

Alll things considered, we think we can safely predict 
for this great Northwest, rich in resources, and for which 
nature has done so much, a prosperous time for the 
closing years of the century. 

C. W. HACKETT HARDWARE Co. 


THE PITTSBURG TRADE. 
There has been a decided lull in the jobbing trade during 
the past ten days, which is rather disappointing, as we 
looked for good brisk trade this spring. The cause is not 
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far to seek. War excitement and uncertainty is the 
trouble. The weather duriag April was also a drawback, 
as it was more like our usual March weather, while March 
was mild, and trade that would have been deferred was 
crowded into the earlier month. 

It is quite a problem to decide the probable effect of the 
war on prices of Hardware. Unless it reaches much larger 
proportions than at present, we cannot see that iron and 
steel will be much affected, but items like manilla rope 
and lead goods have felt the pressure already. 

We sent off two of our young men last week with the 
soldier boys, but trust the naval forces may settle things 
before they are needed for actual battle. 

The plate glass makers gave us a surprise by getting to- 
gether and making a sharp advance in price of their pro- 
duct, which has been sold at cost for some time past. Our 
mills are all generally well employed on contracts taken 
early in the year, which are allowed to stand. Makers of 
projectiles for government orders are running to full 
capacity seven days in the week. 

LOGAN-GREGG HARDWARE Co. 


THE BOSTON TRADE. 

We learn that the spectre of war has produced a sensible 
depression in almost every line of business, and reports 
from some of our manufacturing towns at the present 
writing are far from encouraging. 

It is to be regretted that just as business was assuming 
its normal condition, prices becoming more steady, collec- 
tions gaining, that this barrier should present itself, which, 
although may be exaggerated as regards the result, yet has 
had an unhealthy influence which is difficult to overcome. 

Between the war and unseasonable weather, certain 
lines which otherwise would bein good demand are laid 
upon the shelf, only to be brought out as the advance of 
the season forces their purchase. 

The news of the past few days has led to a feeling of 
security, and it is firmly believed that it is now only a 
question of time when we shall see business back to a 


promising outlook. FRYE, PHIPPS & Co. 


THE CLEVELAND TRADE. 

Comity in trade which would make business life more 
pleasant, is a subject that trade organizations might profit- 
ably consider. Competitors are not necessarily enemies. 
I suspect that our old theological convictions of total de- 
pravity have much to do in forming opinions of our busi- 
ness associates, and perhaps it is influenced by our con- 
tact with customers, but we must not forget the important 
fact that ideals improve with improved conditions. 
‘‘Smartness” that is thought to be ‘‘cute”’ in the earlier 
stages would not be permitted in a business house of char- 
acter. The fact that a house has attained standing in 
business is evidence of this. 

Human nature is not totally corrupt; a large proportion 
of men are honest; if this were not so it would be impossi- 
ble to do business, and those who act on a different theory 
are chronic pessimists. They prefer to suspect and to im- 
pute dishonest motives. They are scavengers after mean- 
ness; they may find reasons in themselves, but it is blas- 
phemy and libelous to apply it to the mass of business men. 

Self-interest compels integrity in business life, and to 
suspect that everybody is a cheat, disqualifies a man for 
business. Manliness forbids our assuming dishonest mo- 
tives without evidence. The man who does so character- 
izes himself. Letters written imputing dishonesty tend to 
disgrace the writer. Such letters shadow the life of busi- 
ness men and would bring despair only that the great ma- 
jority of men, by their nobleness, modify the influence. 

To suppose that the house you deal with intends to treat 
you honorably is the true normal attitude, and to expect 
that until you are compelled to think differently, is the 
manly method. | 
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To write a business man what you would not say to him 
is cowardly. Every word in a letter should be carefully 
considered if blame is to be imputed, as antagonism hin- 
ders success. Show that you expect fair treatment, and 
you are likely to get it; to write a letter in anger puts you 
to disadvantage. 

Much of the ill feeling would be avoided if ungentle- 
manly letters were never written, and everybody would be 
better served. Being a customer of a house does not jus- 
tify impudence, but being a gentleman insures gentleman- 
ly treatment. 

Now that the war is upon us, let revenue enouge be col- 
lected to pay as we go, so that when it is over, we can 
forgetit. The channels of business will be changed; 
millionares will be increased and poverty not removed. 

April has proved a good business month and we may 
anticipate that the movement will not altogether stop. We 
Shall see what we shall see for the future. 

THE LOCKWOOD-TAYLOR HARDWARE Co. 


A new solid petroleum fuel has been invented by George 
H. Fullerton, which he has perfected after several years of 
experimenting. By the use of certain chemicals and pecu- 
liar treatment of the crude petroleum, Mr. Fullerton 
makes a solid mass, very black, which in some forms breaks 
almost with a fracture. It burns just as coal burns, does 
not fuse or run, gives out not so much smoke as ordinary 
coal, costs at present price of oil less than $5 a ton, and 
gives out between two and three times the heat units that 
the same weight of the best coal will give. The material 
may be made into any form of brick, is much cleaner than 
coalin handling. has comparatively little of the petroleum 
odor; it can be stored in the sun without fusing or melting, 
and in other ways is a marked advance in the preparation 
of fuel materials for use. A substance of this kind could be 
used for heating purposes where oil and gas are used now. 


The invention of an expanding auger, by which a hole 
may be bored larger at the bottom than at the top, was for 
a long time thought impossible, but it has been successfully 
accomplished, and has simplified many of the operations of 
building and other systems of construction. As the auger 
enters the wood a movable side bit or cutter is forced out- 
ward from the bottom of the cut by turning a thumbscrew 
on the body or stem of the borer. Thus the hole may be 
made a third larger at the bottom than at the top if wished. 
The advantages of thisareapparent. In securely fastening 
the tenon or piece which enters the hole all that is neces- 
sary is simply to ‘‘check’”’ its end and insert or merely 
start a wedge. In driving the piece home the wedge 
strikes the enlarged bottom of the mortise or bore and ex- 
pands the entering piece to a complete and watertight 
jointure. 
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Beggars’ Papers. 


At the present day every trade must have its paper, but 
it is not every trade that has a daily paper devoted excly. 
sively to its interest. The beggars of Paris can boast that 
they are thus favored. The Parisian beggars, who accord. 
ing to a writer in Household Words, number about eight 
thousand, have two daily papers. One of these is entitle 
the Gon Guide. It gives a complete list of the baptisms, 
weddings and funerals to take place on that day, so that 
they may be well posted as to the best places to pursue 
their calling. For begging-ietter writers there is a list of 
the addresses, arrivals and departures of persons of known 
charitable disposition. The paper is a mine of informa. 
tion toits readers. The Beggars’ Journal is not so “high 
class,” but it is perhaps more interesting. It prides itself 
on the exclusiveness of its information. It is unique in 
form, being written,and not printed, on the coarse browny- 
white paper used by grocers to wrap sugar. Its adver- 
tisement columns are suggestive. ‘‘ Wanted, a blind man 
to play the flute. Apply, the editor.” ‘*‘ Wanted for a 
fashionable watering place, a one-armed man, good refer- 
ences, security required.” This paper contains, like the 
other, notices of births, deaths and marriages in high 
circles. It does not boast of a very large staff; for the ed- 
itor, who is also sole proprietor, writes out the single copy 
of the paper, and takes it round every morning to each of 
his subscribers, who have the privilege of looking over this 
unique journal for a few minutes by paying the munificent 
sum of eight cents a month. 


At the end of 1896 there were 916 electric roads in the 
United States and 30 in Canada, representing 12,133 and 
450 miles of track, respectively. At the end of last Octo- 
ber there were 953 electric roads and 13,765 miles of track 
in the United States, and 32 roads and 498 miles of track in 
Canada; figures which represent an increase of 13.4 per 
cent. and 10.1 per cent., respectively, in the total mileages 
of track. The mileage of cable linesin the United States 
has declined 1o per cent., from 599 to 540 miles; while the 
mileage of horse lines has decreased from 1219 to 947, or 
as much as 22 percent. There are now 20,659 motor cars 
on electric railways in the United States. 


The Berlin Iron Bridge Co., East Bérlin, Conn., have 
in Section L., on the main floor of the Electrical Exhibi- 
tion now open at Madison Square Garden, New York, a 
steel building, showing the construction of their Patent 
Anti-condensation Corrugated Iron Roof Covering, which 
is absolutely fireproof and is guaranteed not to drip or con- 
dense moisture on the underside. 


Every housekeeper in America knows Enameline. 








<a mos 








aM WA. SMOKELESS | 


RN \NIFORM —— 10 Mais 


KS 


————— 








iP PORTIN mse 
ene Co. 


— = 











lll ll A 


898 


but 
Clu- 


ly- 
-T- 





May 10, 1898 


Makers of Great Guns. 


The city of Essen is located in the centre of a high valley, 
which abounds in coal and iron ore, and the digging for 
both and the melting of the ore and casting the metal into 
ingots and rolling it into balls have been the occupations of 
the inhabitants for centuries past. Friedrich Krupp, the 
founder of the great works bearing his name, was born in 
1787, and when crucible cast steel was first being introduced 
into England and its first importation from there into Ger- 
many had been made impossible through the edict of 
Napoleon called ‘‘the continental sperre.”’ 

F. Krupp began to produce crucible steel, first in small 
quantities for files, stamps, rolls for coins and shears, but 
only slowly could he convince and persuade German man- 
ufacturers to use his cast steel, and after a life full of dis- 
appointments and hardships he died in 1826, after a long 
and severe illness, leaving to his son Alfred little else than 
the old homestead, which still stands in the midst of the 
great works, and the secret of his invention. 

Alfred Krupp’s energy and enterprise soon conquered. 
His first success was to be able to furnish cast steel of vary- 
ing degrees of hardness, thereby increasing its adaptability 
formany new purposes. Next came the invention of the 
weldless car-wheel tires, which were patented in 1853 in all 
countries, and furnished him capital for enlarging his plant. 
In 1865 he interested himself in coal mines, iron ore mines 
and furnaces, which should furnish the material for his 
own works, and in 1867 he began to reap the harvest from 
his experiments inaugurated long since with steel cannons. 

Since then the success of these works and their growth 
have been phenomenal, and when Alfred Krupp closed the 
busy and successful and philanthropic work of his life, in 
1887, at Villa Huegel, his princely home on the side hills of 
the valley of the Buur, the city of Essen, in recognition of 
this great work, erected in his memory a beautiful monu- 
ment on the most prominent square of the city, and depu- 
tations from many nations mourned at his grave. 

Essen is a city of 96,000 inhabitants, and over 20,000 of 
this population are employed in the works of the able and 
energetic son of Alfred Krupp, Friedrich Alfred. Over 
1200 acres of ground are covered with buildings and ma- 
chinery. Many coal mines furnish fuel for the works, over 
400 iron ore mines furnish the metal, and large iron ore 
deposits in Spain, near Bilbao, have been purchased in ad- 
dition, and a special fleet of steamers has been built which 
bring over 300,000 tons of this Spanish iron ore from Spain 
to the German coast and up the Rhine. Twenty furnaces 
at Duisburg and Neuwied-on-the-Rhine are reducing this 
ore for the Krupp works, and are owned or controlled by 
them. 

The main street of Essen divides the Krupp works into 
two parts, connected overhead with innumerable mammoth 
steam pipes and bridges, and parallel with it, running east 
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and west, the tracks of the Rkenish Railway pass the works 
in the north, while in the south the railroad leading from 
Dusseldorf to Bremen, Hamburg and Berlin skirts the mill. 
Innumerable tracks connect these two main lines of rail- 
road, surrounding in an inextricable network the buildings 
and crossing the street leading to Muelheim below its level. 

Powerful locomotives bring trainloads of raw material 
into the yards and leave the works with valuable products, 
finished and ready for shipment to all parts of the globe. 
Miniature engines and cars move about between the build- 
ings on narrow gauge tracks, bringing material of smaller 
size from one building to another until it is finished and 
ready for the market.—Saltimore Sun. 


Recent tests of 5427 gas meters at Syracuse, N. Y., 
showed that 1744 ran from 1 to 18 per cent. fast; 3035 from 
1 to 32 per cent. slow; 616 were classed as correct, showing 
less than 1 per cent. variation; 616 failed to register, and 
1 would not pass gas. Most of the meters running either 
fast or slow showed variations of 5 per cent. or less, and 
only 31 meters out of 1744 ran more than 7 per cent. fast. 
The average excess of registration for all the fast meters 
was 2% per cent. and for the slow 3% percent. The tests 
were made by T. Littlehales of Syracuse, who states that 
in all his previous experience he had scarcely ever found a 
meter running over 8 per cent. fast. The poor registration 
at Syracuse he attributes largely to the use of old meters 
of a defective type. 


A telegram from the War Department was received by 
the Pennsylvania Railroad recently stating that Major-Gen. 
Miles wanted to know how many pieces are in a class ‘* L”’ 
locomotive, the standard type. Counting each individual 
piece, even to the rivets and bolts, but not the nails in the 
cab and tender, there were in all 21,006 pieces. It is con- 
jectured that Gen. Miles wants to make a comparison of 
some sort between a locomotive and a disappearing gun 
carriage.—.Stoves and [Hardware Reporter. 


The wheels of two college professors collided. The less 
injured remarked that it was a beutiful evening for astro- 
nomical research; while the other scraped the gravel out 
of his hair and pockets, and said that geological investiga- 
tion was a particular hobby of his.— Ze Bicycling World. 


Street-car crossings in Paris, being absolutely on a grade 
with the paving, are not the terrors that they prove to be 
in many American cities.— Zhe Bicycling World. 


‘‘T love the ground you walk on;’ 
This was the tale he told. 
They lived up by the Klondike 
And the ground was full of gold. 
— Stoves and Hardware Reporter. 
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Suppose you could follow your customers into their homes and, without intruding, say a good word for yourself— 





| Belting, would that help your business? 
| Garden Hose, 


ras Silent Salesmen 


injure your business? 
Every length of Garden Hose is somebody 
it’s used the seller is pleasantly remembered. 


| Water Hose, 
Fire Hose, 
Suction Hose, 


Steam Hose, 
your door than sell them a length of cheap hose. 


en and bursts, and other kinds of trouble? 

iS Every length of our hose is a trade maker, 

Packing. 

Gaskets New York, 25 Park Place. 

: CRICAZO...cccccce 143-145 Lake St. 

Oe eee 2z1o North rath St. booklet. 
Philadelphia,....308 Chestnut St. 

Rubber Mating, tg: eae iehaend 24 nape 

: an Francisco.... M e ; 

Emery Wheels, Cleveland,. .W HH. Peck Co. 


N. Orl’s, Woodward, Wight & Co. 
Indianapolis, 
Central Rubber & Supply Co, 


Specialties, 
League Tires. 








: | 
Valves, 
| Rubber T: zling, 


Instead of going yourself, suppose you sent a representative and he talked against you all the time 


safe man to buy from —hose and everything else. 
Poor, cheap hose makes exactly the opposite impression. 


it. There are ten grades, and every cne a good honest worker 
--rubber the finest, duck the strongest. Send for samples, prices and 


NEW YORKBELTING& PACKING CO.LTD 





would that 


’s representative. If it is the right kind—strong and lasting—every time 


Unconsciously the"impression soaks into the household that he is a 


You can’t select a surer way to drive customers from 
Can any one afford to advertise his store as a good place to buy leaks 


working silently and steadily in somebody’s interest—yours if you sel] 
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LANCASTER MACHINE & KNIFE WORKS, : 


LANCASTER, N. Y. 


oe Patent Braces. 





Complete 
Line... 





| Lever Blade : 
for : 
Ratcheting. 
Perfect work 


with any size 
of Bit. __ 

















ALLERTON-CLARKE CO., Agents, 


118 Lake St., Chicago. 
97 Chambers and 79 Reade St., . - NEW YORK. 
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The Truth, and Nothing But the Truth. 

Two rival commercial travelers were trying to sella mer- 
chant a fire-proof safe. 

The first said to the merchant: 

‘‘A cat was put in one of our safes, and the safe was put 
in the middle of a fire for twenty-four hours, and after- 
wards the cat came out alive.” 

Said the second: 

‘‘We put a cat in one of our safes and piled a fire round 
it for a week and when we opened it the cat-was dead.” 

‘‘Ah, I thought so,’’ said the merchant. 

‘‘Yes,” replied the traveler, ‘‘he was frozen to death!” 


Sixty-three per cent. of the population of New York State 
is included in the forty-one incorporated cities and 37 per 
cent. only in the villages and towns. The latter, however, 
have a majority, under the present apportionment, of re- 
presentatives in both branches of the Legislature, and will 
continue to have until the Constitution is amended in this 
particular.—/V. Y. Sun. 


aman loses his balance, it makes a great differ- 
A. W. 


When 
ence whether it was in a bank or on a bicycle.—JZ. 
Bulletin. 


Daniel Boone’s Old Gun. 


‘‘Uncle Mart” Russell, of Milledgeville, Ky., has an old 
flintlock rifle that belonged to Daniel Boone when he came 
to Kentucky in May, 1769. He bought the gun from Wil- 
liam Wreckes, one of Boone’s men who settled near Camp- 
bellsville. That was exactly fifty years ago. The barrel 
measures four feet one inch, and the entire gun six feet two 
inches. It was with this gun that Boone helped to kill the 
2300 deer, whose skins were cached in the mountains of 
Kentucky while the pioneers went back to Virginia for 
more ammunition and supplies. When they returned a 
few months later they found that the Indians had been 
there before them and stolen and destroyed the entire lot 
of skins. One of the party carved ona tree near by this 
laconic account of their misfortune: ‘‘ 2300 deer skins lost. 
Ruination, by God.” 

Russell says the old gun shoots so true that when he tries 
to miss a target or a squirrel, the gun invariably drives 
centre whether he wants it to or not. 


It is announced that the company heretofore known as 
the Knapp & Spalding Co., Sioux City, Iowa, has changed 
its title and will be khown hereafter as Knapp & Spencer 
Co. The officers and the management remain the same 
as for the past four years,no change being made except in 
the title. 


A glassmaker is experimentally flaking thick glass to see 
if avery keen edge cannot be produced that will answer 
for all purposes for which a razor is used, his action being 
suggested by the fact that in the far East bits of broken 
glass are used for shaving with. 


The railway metals between London and Edinburgh, a 
distance of 400 miles, are 200 yards longer in summer than 
they are in winter. This is owing to the expansion caused 
by the extra heat.— xchange. 


‘‘Who by taking thought, can add one cubit to hisstature?” 
Answer: The rider who will ‘‘sit up.” —Z. A. W. Bulletin. 

Whoso loveth not his brother is an ass; he may want to 
borrow money of him later.—Z. A. W. Bulletin. 





STUBS’ TOOLS. 


FRENCH FILES & RASPS. 
Ss. J. ADDIS’ LONDON CARVING TOOLS. 


HAMMACHER, SCHLEMMER & CO. 
DIRECT IMPORTERS 


209 BOWERY 


NEW YORK. 
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FOR BICYCLES, GUNS, TYPE- 
The BEST ten 


: IMPROVED 
ETC. : 
e 








¥ We make cheaper oilers also, 
unequalled for PRICE and QUALITY. 


Cushman & Denison, 172 9th Ave., N. Y. 


SOLD BY ALL 











Labor-Saving 


CARPENTERS’ 


TOOLS. 
STANLEY 


RULE & LEVEL CO. 


New Britain, Conn. 


Hardware Dealers. No. 67. Spoke Shave, for curved or straight work, $1.50 








Universal Spoke Shave. 


Has two detachable bottoms, adapting it equally 
well to circular work or straight ; and, by means ofa 
movable width-gauge, can be used in rabbeting. 
Either handle can be screwed into a socket on 
top of the stock, thus en- 
abling the owner to work 
into corners, or panels, 


~AAASLAAANAAAAAAAAAAAA 











Feather Lamp Shades. 


The latest novelty in the way of a lamp shade is made 
out of the soft smooth-lying under feathers taken from the 
breast and head of large birds. These shades are not in- 
tended to screen the entire flame. They are set on one 
side of the glass globe and are about as big as a very full 
moon, or an oval inoon, if that shape is liked better. An 
owl shade for a reading lamp is made of the gray and white 
mottled feathers of the ordinary gray owl, and is designed 
in the exact likeness of the owl’s head. The short curved 
beak, the prominent eyes, with their rimmed circles, and 
the upstanding ears are all reproduced. Such a shade costs 
$2.75. One representing a white owl’s head is sold for fifty 
cents more, owing to the scarcity of the white owl. 

There are cheaper feather shades, made from dyed 
feathers put together in stereotyped patterns, and there 
are rare and delicate shades contrived of rich-tinted bird 
of paradise feathers, and the blended hues that hint of the 
peafowl’s plumage. The sober grays and pale browns and 
shaded wood tints of the hawk and the heron are most 
sought for, but the bright colored feathers make an ef- 
fective shade for a drawing room lamp or for one used ina 
room requiring gay colors. Tiny candle shades scarcely 
larger than a sea shell and prettily curved are also made of 
feathers, and the effect is novel and pretty. In ail cases 
the back of the feather shade is covered with silk of neutral 
tint. These novelties are neither heavy in weight nor 
heavy to look at, and are rather a relief from the muffied 
and bordered, gimped, and fluted paper and lamp shades 
so much used.—Vew York Sun. 


The F. J. Titus Co., are about to purchase the bicycle 
business of C. J. Stebbins, No. 103 Reade Street, New 
York. This company was incorporated January, 1896, and 
while using the Reade Street store for wholesale, will con- 
tinue their two branches at No. 469 Boulevard, New York, 
and No. 73 St. Marks Avenue, Brooklyn, for retailing and 


repairing. Although Mr. Stebbins is president of the com- 
pany, he will not interest himself in its active management, 
but will give his whole attention to his interests in the 
nail business, with which he has been identified for many 
years; which he plans to extend largely in the future. 


The partnership formerly existing under the name of 
Temple & Lockwood having expired by its own limita- 
tion, Edward A. Temple will give his attention entirely 
to steel and iron products, forgings, steel castings, sheets, 
plates and shafting, his headquarters being in the Wood- 
bridge building, No. 100 William Street, New York. Ar- 
thur Lockwood, of the same firm, will continue as usual 
at the old location, No. 12 Platt Street, and will make all 
the settlements connected with the business. 


Farwell, Ozmun, Kirk & Co., St. Paul, Minn., have re- 
cently issued a very attractive catalogue consisting of 128 
large-sized pages, giving prices and illustrations of guns, 
rifles, revolvers, ammunition of every kind, cartridges, 
caps, wads, etc., gun material and sporting goods gem r- 
ally. 


The Whiten Machine Co., Whitinsville, Mass., have just 
completed a new casting shop which will be entirely fire- 
proof. It is furnished by the Berlin Iron Bridge Co., East 
Berlin, Conn. 





Situation Wanted. 
POSITION with manufacturer or wholesale Hardware firm by party 
having had ten years’ practical experience buying and selling build- 
ers’ and general shelf Hardware. Employed now as buyer in New York 
City, but desires a change. Address H. B. M., care HARDWARE, No. 
143 Chambers Street, New York. 


For Sale. 


A COMPLETE line of Hardware, implements, bicycles in Indiana 

county seat. Satisfactory reasons for selling. Will invoice atout 
$12,0c0. Address IMMEDIATE, care HARDWARE, No. 143 Chambers 
Street, New York. 




















PPBORODS EO ROBOH> GPOOCOOOO 


AN- 


AMERICAN 
R.R. BARROW. 


ee 


With Round Steel Spoke Wheel go 
The most durable, lightest and best 
barrow made. Used all over the 
world. Barrows for all vurvoses. 


















Write THE KILBOURNE & JACOBS MFG. CO. 


COLUMBUS, O., U. S. A. 
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: The ST. LOUIS WASHING MACHINE 


Guaranteed Satisfactory. 
FREE FROM EVERY OBJECTION. 
With points of excellence 


found in no other Washing 
Machine on the market. 






Acknowledged to be the only 
Perfect Washing Machine on 
the Market. A HOUSEHOLD NECESSITY. 


NO HOME SHOULD BE WITHOUT IT, 


New York Office, 168 Chambers St. 





MANUFACTURED BY THE 


ANTHONY WAYNE MFQ. CO., 
ST. LOUIS, MO., U.S. A. 


Ve 











Johnson’s 





NEVER 
TOO 
Portable connie 
Harness bcd 
MEND 


Shop .. 


Isacomplete Harness Repair Equipment, The tools 
and supplies are of standard quality, the seat is a 
varnished chest (18x8xs5) and contains the outfit 
when notin use. SO SUBSTANTIAL as to lasta 
lifetime. SO PRACTICAL asto be an ECONO- 
- MIC NECESSITY to horse owners! Your custom- 
ers want ’em! Jobbers sell’em! 


EUGENE L. JOHNSON, Sole Manufacturer, 
“~~ Cincinnati, 0., U.S. A. 
J.C. McCarty & Co., N. Y. Agents, New York. 
CORRESPONDENCE SOLICITED. 


A New Marty 


IIR REE IA 
ay Nts POO XX ares YY y 
BPTI RL AAD ‘ates OO 
PENNE say 
DFE ee RRUELL TIES! oN NY 














No. 3. 





Slightly smaller than No. 3, but the same in 
every other respect. Made to meet the com- 
petition of worthless imitation traps by fur- 
nishing a genuine at a cheap price. 


Send for Quotations. 
BURDITT & WILLIAMS, - BOSTON, MASS, 


Sole American Agents. 





a 


Howard Iron Works, 


BUFFALO, N. Y. 


Manufacturers of 


Bench Vises, 









“EVERYTHING IS COMING UP.” 


BUSINESS IS BETTER AND THERE WILL BE 
A LARGER DEMAND THAN EVER FOR OUR 


Sheep Skin Mitten. 
\—a 





Acknowledged to be the best article for polishing stoves, as it 
does away with the old time dirtiness of the work, making this 
work a pleasure. Alsoinvaluable for polishing brass or glass, or 
silverware, which it does not scratch. For tan shoes and clean- 
ing bicycles it has demonstrated itself a conspicuous success. 


Diamond Hardware Co., 


624 Atlantic Ave., Boston, Mass. 
OHODOOODOODOODOOO@DOOGES 


HACER’S 


DISPLAY BRACKETS 


For Forks, Shovels, Rakes, Hoes, &c. 
ARE THE BEST! 


Sold by Your Jobber, or 
JOHN N. HAGER, 
MANUFACTUBER, 
Et. Atkinson, Wis., U.S.A. 
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Highest Grade of 


Silver Plated Ware 


In Spoons, Forks, Etc. 


(FRONT) 





Established 1840, 
Manvfactured by 


L. BOARDMAN & SON, East Haddam, Conn. 


a Also Nickel Silver Flat Table 
= Ware and Britannia Spoons. 


Write for Catalogue and Prices. 





FAMILY, CONFECTIONERY, 
HANGING & POSTAL 
=NOVELTIES. ETC= 


PELOUZE SCALE & M.FG.C?-1334139 3.CLINTON 5? CHICAGO. 
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BEST INVESTMENT EYER MADE. 





HAS PROVED 
VERY ——scuggiie— 
SATISFACTORY. 


Divine Bros., Utica, N. Y. [Buffing Wheels]: 
| Our advertisement in HARDWARE was the 

best investment we ever made in the adver- 
| tising line. 








Zenith Cycle Saddle Co., 
Well Worth it. Philadelphia, Pa. [Bicycle 


Saddles|: We believe that 
the trade on bicycle sundries 
must drift to the Hardware { 
trade, as being so much more 
reliable. Your paper must 
then prove the most reliable 


I. B. Bolles, Wareham, Mass. 
[Hardware and Farming 
fools|: Enclosed find check for 
$1 for HARDWARE for the year 
1897. We think it is well worth 
it. : ; , 


as an advertising medium. 
Our advertisement has 
proved very satisfactory. 











Price Lists sent on application, | 
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RUSSELL & ERWIN MANUFACTURING COMPANY. 


MANUFACTURERS OF 


PIARDW ARE. 


WROUGHT STEEL DOOR LOCKS. COLUMBIA CYLINDER DOOR LOCKS. 








99 











= 
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Wrought Steel Wrought Steel 























Mortise Kim Locks, 
Locks Excelling 
Excelling in in 
F Lightness Lightness and 
and Strength | Strength 
and a ie and 
Novelty of : by Novelty of 
Finish. P Finish. 


WROUGHT STEEL MORTISE LOCK, Nos. 1730 to 01734%4. 


RUSSELL & ERWIN MANUFACTURING COMPANY, 


New Britain, Conn. | New York. Philadelphia. Chicago Baltimore. London. 
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The “BOSTON” Spring Ice Pick. 


We are modest —u— 
We merely claim the ““BOSTON ”’ 
Ice-Pick to be the only Simple, 
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a SVE: _ s 
SWS 5 07°C i Durable and Convenient 
igo 2 
— "he, article for the purpose 
S F [ . S } ~ gl am 7 Ce. on the market. 
Order a sample gross =, hy 74 
and we will prove it to you. 





CIRCULARS AND ELECTROS FREE. 


MADE IN TWO STYLES. 
No. 1--Nickeled. No. 2--In Brass. 





SOLE SELLING AGENTS: 


JOHN H. GRAHAM & CO., 113 Chambers St., New York City, 
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Hardware dealers, the country over, are re- 
quested to contribute to this page. News of 
new stores, changes, improvements, etc., will 
be gladly received, and promptly published. 

New Hardware Stores. 

Alpena, Mich.—Ash, Eller & Co., Hard- 
ware, have commenced business in the store 
formerly occupied by Ash Bros. on Chisholm 
Street. 

Batavia, Ill.—The Batavia Hardware Co. 
has been incorporated by John Barckley, 
William E. Forbes and John W. Jeffrey. 
Capital stock, $2500. 

Berry, Ill. —G. W. Hinpan and John 
Seigle, Hardware, will open a new store. 

Colorado Springs, Colo.— Articles of in- 
corporation forthe Mays Hardware Co. have 
been filed with the county clerk. The com- 
pany is capitalized at $50,000. The com- 
pany will do a general business, operating 
at Cripple Creek. 

Columbus Grove, Ohio.—Palmer & Lip- 
pincott, Hardware, wili open a new stere in 
the near future. 

Detroit, Mich.—The Hoffman Hardware 
Co. have opened new store corner of Gratiot 
Avenue and Russell Street. 

Janesville, Ohio. — H. L. McNamara, 
Hardware, has opened new store. 

Lawrenceville, [1l.—A. M. Fyffe & Co., a 
new Hardware firm, have opened for business 
in the Watts Block. 

Lynchburg, Va.—Bean & Holt, Hardware 
and furniture, will shortly move into new 
store which is now being erected. 

Nashville, Mich.—Mitchell & Young. 

Nelson, Minn.—H. C. Peterson, Hard- 
ware, is laying the foundation for his new 
store, which, when completed, will be opened 
as a first-class Hardware store. 

Terre Haute, Ind.—J. P. Siner, Hard- 
ware, will open a new store. 

Waupaca, Wis.—E. C. Williams, Hard- 
ware, will open a new store. 

Yale, Mich.—John Hutton & Co., Hard- 
ware, have commenced business. 


Changes and Improvements. 

Aberdeen, Md.—J. A. Wiles has built an 
addition to his Hardware store. 

Altamont, Mo.—F. H. Owings, Hardware, 
etc., sold to M. H. Bird. 

Barrytown, Mich.—S. S. Wilson, Hard- 
ware, succeeded by Wilson, Geiger & Co. 

Bay City, Mich.—The Jennison Hardware 
Co. is doubling the size of its building on the 
dock at the foot of Fifth Avenue. 

Bloomville, Ohio.—Albert Prouse and son 
have bought George W. Moore’s Hardware 
store, and George W. Moore will move to 
Tiffin and start a Hardware store there. 

Burlington, Vt.—J. M. Ashley has re- 
signed his position with the John A. Man- 
son Hardware Co. and will remove to Swan- 
ton to become head clerk for the Wead 
Hardware Co. 

Canonsbnrg, Pa. — Munnell & Young, 
Hardware, succeeded by Samuel Munnell, 
Sr. 


Cedar Bluffs, Neb.—Elt Marquis has dis-. 


posed of his Hardware store. 
Cheboygan, Mich.—J. E. Cueny & Co., 


Hardware merchants, have dissolved part- 
nership. J. E. Cueny will carry on the bust- 
ness. 

. Dillon, Mont.—R. T. Wing has sold his 
interest in the Dart Hardware Co. to Arthur 
Connelly and J. G. Shannon. 

Embarrass, Wis.—Krueger Bros., Hard- 
ware, etc., succeeded by J. A. Adams. 

Farmington, Me.—Walter S. Smith has 
bought a half-interest in the Hardware firm 
of W. G. Gagne on Broadway. The new 
concern will be styled Gagne & Smith. 

German Valley, Ill.—C. F. Borchers in- 
tends moving his Hardware store to Iowa 
this fall. 

Huntington, Ind.—Dickover & Altman, 
Hardware, succeeded by Smith & Dickman. 

Lansing, Mich.—The Dunham Hardware 
& Implement Co. have rented the store now 
occupied by H. M. Southworth on Franklin 
Street, and it will be used as a carriage and 
implement salesroom. Mr. Southworth will 
soon remove his Hardware stock to No. 723 
Turner Street, into a store which is now 
being remodeled for his use. 

Leeds, N. D,.—Madson & Thompson, 
Hardware, etc., reported to have dissolved 
partnership. 

Livingston, Wis.—Lange & Runkel, Hard- 
ware and paints, succeeded by Lange & 
Gundlach. 

Mann’s Choice, Pa.—W. L. Hurley has 
purchased the interest of E. E. May in the 
Hardware business conducted by May & 
Hurley. 

Markle, Ind.—VParrison Duff, Hardware, 
succeeded by A. J. Duff. 

Meridian, Miss.—Melton & Cross, Hard- 
ware, succeeded by M. M. Cross. 

Oakland, Ill.—C. N. Wigginton has pur- 


chased the Hardware stock of Frank Ash- 


more of this place, and will open in the near 
future. 

Orange, Mass.—N. Laux & Son, stoves, 
succeeded by E. N. Laux. 

Parkston, S. D.—J. H. Quead & Co. have 
bought the Hardware business of A. Meisen- 
broelder & Co. 

Petersburg, Tenn.— Marsh & McTier, 
Hardware, succeeded by J. D. Marsh. 


Seymour,Conn.—E. C. Sharpe has greatly 
improved his Hardware store at No. 1 Main 
Street by remodeling the front, building a 
veranda across the front, putting in two 
show windows, and clapboarding the sides 
of the building over the sheathing. 

Springfield, Tenn.—Solomon & Binkley, 
Hardware, etc., have dissolved partnership. 
The business will be continued under the 
name of M. C. Binkley & Son. 

Tuscaloosa, Ala.—The Snow Hardware 
Co. will build a large addition to their busi- 
ness. 

Waukesha, Wis. — Samuel Perkins has 
taken possession of the Hardware business 
which he has purchased of H. M. Horning. 

Wilkesbarre, Pa.—The Williams Hard- 
ware Co. on East Market Street are going 
out of business. W.R. Williams, the senior 
member of the firm, has concluded to retire. 


York, Neb.—Hyder & Barnes, Hardware 
dealers, have been succeeded by J, y. 
Hyder. 


Business Embarrassments 

Baltimore, Md.—George S. Kirkley, trad. 
ing as the Union Hardware Cos has made 
an assignment for the benefit of creditors to 
Meredith Janvier. 

Collinsville, I1l.—J. J. Lang, Hardware. 
etc., reported to have made an assignment. 

Franklin, Ind.—J. M. Storey, a leading 
Hardware merchant, has made an assign- 


ment for the benefit of creditors. T. §£, 
Valentine was named as assignee. 
Meriden, Conn.— William J. Lamont, 


Hardware dealer at No. 164 West Main 
Street, has made an assignment, naming M. 
W. Dorgan as trustee. 

Peabody, Mass.—James S. Murphy, Hard. 
ware, reported to have made an assignment. 

Spokane, Wash.— The Chas. H. Dodd 
Hardware Co. has gone into the hands of a 
receiver. W. L. Archambaugh has been 
appointed to take charge of the business in 
the interest of the creditors. 

West Point, Miss.— White & Jacobi, whole- 
sale and retail dealers in Hardware and 
farming implements, have failed. 


Burglaries in Hardware Stores. 
Baxter, lowa.—Peter Burkey, $250. 
Bristol, R. I.—Seth Paull, small loss. 
Denver, Col.—F. W. Fiefeler, tools taken. 
Downingtown, Pa.—Griffith & Wollerton, 
revolvers. 

Louisville. Neb.—Rochford & Co., $30. 

Maroa, Ill.—Miller & Seigler, $75. 

Ohiowa, Neb.—Averill & Metcalf, pocket 
knives. ; 

Owosso, Mich.—J. Dodge, $35. 

Pendleton, Ind.—Swain Bros., cartridges. 

Pierre, Iowa. —Greenough’s Hardware 
store, $200. 

Portland, Ore.—J. J. Kadderly, $100. 

Steelton, Pa.—Kellar & Mumma, razors. 

Stevens Point, Wis.—Gross & Jacobs, $50. 

South Omaha, Neb.—Beaver Bros., $100. 

South Omaha, Neb.—S. W. Besley, cut 
lery. 

Toledo, Ohio.—Birkmayr & Rodermich, 
No. 440 Summit Street, cutlery. 

Wenona. IIl.—Frank Barrett, $60. 

West Lafayette, Ind. —John Lanner, 
knives. 

Whitehall, Mich.—Gee & Carr, cutlery. 


Recent Fires. 

Escanaba, Mich.—W. W. Oliver, Hard: 
ware, damaged by fire; insured. 

Gardiner, Me.—George Reed, stove and 
tinware dealer, store and stock destroyed by 
fire. Fully covered by insurance. 

Hopkins, lowa.—The Hardware store ol 
W. L. Campbell has been destroyed by fire. 
Loss, $3000. 

Kendrick, Idaho.—The storerooms of the 
Lincoln Hardware & Implement Co. have 
been destroyed by fire. 

Morganville, Kan.—Crawford & Leonard, 
Hardware store, destroyed by fire. 
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THE NEW 1896 & 


Edgar Nutmeg Grater, 












PATENTED 
AUG. 18, 1891, NOV. 10, 1896 


The ONLY good Nutmeg Grater 
ever made. 


Ask your jobber for it, or 
send to us for sample. 


EDGAR MFG. ~~ 


READING, MASS. 


| eit 
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MOUNT CARMEL CLAMPS. 








EXTRA HEAVY. EXTRA DEPTH. 
Toopen - - 8% 4%, 5%, 6%, 7Min 


Depth between } , 
Screw and Frame js 234 =, 3, 4, 444 in 


EAGLE SCREW CLAMPS. 





To open 2, 2%, 3, 4, 5, 6, 7, 8, 9, 10, 12 inches. 


WALTER W. WOODK\UFF & S8NS, 
MOUNT CARMEL, CONN., U. S. A. 


Manufacturers of 
COACH AND CARRIAGE HARDWARE, 
FINE MOUNTINGS 


MOUNT CARMEL OX SHOES. 
SPECIALTIES IN MALLEABLE IRON OR 
COMPOSITION 
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“Has Our Esteemed Favor,” 
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Edward Darby & Sons, Philadel- 
phia, Pa. [ W7re Goods]: For the past 
few years we have been in Harp- 
WARE, and we beg to remind you that 
it has our esteemed favor, and will 
recommend the same to anyone de- 
Sirous of a good, useful, common-sense 


= 
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@ trade journal such as HARDWARE is. 
x © 
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The case, 234k 3% inches, is of iron, old 
copper finish, and the cylinder, bolt and knob 
of polished bronze. It is adapted to doors 
of either hand and of any thickness. 





No. 42. 


The Yale Rim Night Latch 


was at once accepted, when first introduced in 1867, as the best and most secure 
lock on the market; it is now admittedly the standard of excellence not only in 
America but throughout the world; it has many would-be competitors, but in its 
latest form, and with the PARACENTRIC KEY, it has no equal and easily out- 
ranks all other night latches in security and popularity. 


a 


wr 


A supply of folders descriptive of this lock and our less expensive 
lock of the same type (the No. 22), will be furnished to our Trade 
Customers on request. The name and address of this Company will 
not appear on them. 


The Yale and Towne Manufacturing Company. 


GENERAL OFFICES: 
9-11-13 Murray Street, NEW YORK. 
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Manufacturers of the 100-102 Reade Street, New York. 


BEST FILES AND RASPS tHe marker. 


e—____SEND FOR CATALOGUE AND PRIOES. 
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é Write for 1898 
. . . Catalogue. 


STAR SHEARS. 


Shears. Scissors # Pliers. ’ 





“ 


*“*“WE MAKE 
the LARGEST 
Lime @6 . + « 


ca 







THE 


WM. SCHOLLHORN CO., 


NEW HAVEN, CONN. 
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BERNARD’S PLIERS. 
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‘BAKER PATENT STEEL PICKET FENCE. 


oa eee - - AS CHEAP AS WOOD. 


We want one Hardware 


amb | ) vet tipo firm in every city or 


a county to sell this fence. 


we * otet Send for Circular to™ 


BAKER MFG. CO., *"™Skititivs, Allegheny, Pa. 


South Aves., 
<a: 
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HARDWARE MANUFACTURERS’ RECORD. . 


Hardware manufacturers, the country over 
are requested to contribute to this page 
News of new factories or companies, changes, 
improvements. ctc , will be gladly received, 
and promptly published. 

New Companies, Etc. 

Batavia, Ill.— Batavia Hardware Co.; 
capital, $2500. Incorporators, John Barck- 
ley, Wm. E. Forbes and John W. Jeffrey. 

Birmingham, Ala.—The Southern Bolt 
Co. has been incorporated by John M. 
Caldwell and others, with a capital stock of 
$30,000. 

Courtland, N. Y.—The Courtland Howe 
Ventilating Stove Co.has been incorporated 
by John H. Clarke and others. Capital 
stock, $25,000. 

Dallas, Tex.—The Central Hardware Co. 
has been incorporated by T. C. Lewis, J. 
R. Hunter and W. B. Greenlow. Capital 
stock, $1000. 

Denver, Col.—Dillon Hardware Co. has 
been incorporated by John J. Dillon, Chas. 
C. Eichelberger and John Murphy, with a 
capital stock of $40,000, to manufacture 
Hardware specialties. 

Detroit, Mich.—The Ideal Mfg. Co. and 
the Electric Gas Stove Co. have been con- 
solidated into the Ideal Mfg. Co.; capital 
stock, $250,000. The Ideal Co. has been a 
manufacturer of plumbers’ supplies and 
cast iron toys. It employed from 300 to 4oo 
hands. The new company will also munu- 
facture electric gas heating stoves, ranges, 
broilers, gas grates and gas water heaters 
of the Electric Gas Stove Co. The business 
will be carried on at the old site, Franklin 
and Dubois Streets, running back several 
hundred feet to the railroad. The officers 
are: President. James N. Wright; vice- 
president, Hiram T. Bush; secretary, Frank 
T. Dwyer; treasurer, John H. Bissell. 

Detroit, Mich.—The Star Heater Co. has 
been incorporated, with a capital stock of 
$5000. 

Dresden, Ohio.—The Dresden Iron & 
Sheet Steel Co. has been incorporated with 
a capital stock of $100,000. 

East St. Louis, Mo.—A company was or- 
ganized April 22nd, which will put in opera- 
tion a wire and nail mill at Bridge Street 
and the Belt Railroad, in Winstanley Park. 
The company have let the contract for the 
buildings to Wm. Wiemer of Belleville, and 
excavation for the foundations began at 
once. ‘The company also had Messrs. Ren- 
shaw arrange for their water supply and the 
mill will be put into operation as soon as 
possible, and will require a force of between 
fifty and seventy-five men. This will give 
employment toa number of East St. Louis 
people. The Belt Line Railroad has begun 
on the switch to the mill. This enterprise 
will be quite an addition to Winstanley, and 
will no doubt be heartily received by the 
citizens of that place. _ 

Fremont, Ohio.— The Sprague Cutlery 
Co.has been incorporated by Samuel Brink- 
erhoff, Clarence W. Sprague, Albert V. 
Bauman, O. H. Jackson and Frank Hein. 
Capital stock, $100,000. 


Green Farins, Conn.—John L. Alvord has 
formed a company to engage in the manu- 
facture of cutlery. They are fitting up a 
factory in Bridgeport. 

Iowa Park, Texas.—Iowa Park Imple- 
ment Co. has been incorporated by D. C. 
Kalp, Sr, E. P. Kalp and D.C. Kalp. Capi- 
tal stock, $5000. 

Montreal, Can.—The Montreal Hardware 
Mfg. Co. has been incorporated by Teles- 
phore Sicotte, Armand Gedeon Yon, Marie 
Louise Sicotte, Charles Emile Delorme and 
Gustave M. Delorme. Capital stock,$20,0c0. 

New Orleans, La.—The Hawley Down 
Draft Furnace Co., of Louisiana, limited, 
has been incorporated by John H. Murphy, 
John S. Rainey, H. Chapman, J. M. Brug- 
neires and others, for the manufacture of 
the Hawley down-draft furnaces in Louisi- 
ana and Mississippi, etc. Capital stock, 
$100, 000. 

Pittsburg, Pa.—The Walters Stove Co., 
is to become incorporated, with the follow- 
ing incorporators: Charles A. and Charles 
W. Walters, John Hagmaier and Stephen 
A. Bright. 

Salt Lake City, Utah.—The Silver Bros. 
Iron Works have been incorporated to man- 
ufacture machinery, etc. 

Spokane, Ill.—The Spokane Implement 
Co. has been incorporated by C. S. Brant- 
ingham, W. H. Parlin and H. K. Wolcott. 
Capital stock, $12,000. 

York, Pa.—The York Steam Heating Co. 
has been incorporated, with a capital stock 
of $1000. 


Changes and Improvements. 

Bridgeport, Conn. — Ground has been 
broken for two large additions to Wilmot & 
Hobbs. They will be three stories in 
height. One will be 133 feet by 76 feet and 
the other 90 feet by 60 feet. 

Buchanan, Mich.—The Michigan Cutlery 
Co. are removing their plant employing 150 
men, to Fremont, Ohio, where stock in the 
concern has been secured. 


Chicago, Ill.—The McMullen Woven Wire 
Fence Co. have certified to a change of 
name to the McMullen Fence Co.; also 
change of location of principal business of- 
fice to Evanston. 


Harrisburg, Pa.—The Lalance & Gros- 
jean Mfg. Co. will build a new building at 
their works. It will be 8gx7o feet, and a 
new annealing furnace will be installed. 


Lebanon, Pa.—The Pennsylvania Bolt & 
Nut Works, have completed arrangements 
for building a large extension to their plant. 


Louisville, Ky.—The proposed removal 
of the Superior Horse Nail Co. of Kanka- 
kee, Ill., to this city, is assuming definite 
shape. 

Peoria, I1l.—The Culter & Proctor Stove 
Co. took out a permit recently for the erec- 
tion of a three-story brick warehouse on the 
lot next the foundry on North Water Street. 
It will cost complete $3900. 

Springfield, Mass.—The Springfield Drop 
Forging Co. have decided to greatly in- 


crease their works at Brightwood, Mass,, 
and will erect a new building. 

St. Charles, I1l.—Ground has been broken 
for an addition 8o0x1s50 feet tothe Moline 
Malleable Iron Works. 

St.Paul, Minn.—Judge Kelly has granted 
leave to C. M. Power, assignee of the St, 
Paul Plow Works, to go on with the busi- 
ness of the company for the coming three 
months. The plow company have a large 
number of orders which is found desirable 
to fill, and the Court was satisfied, on the 
showing of the assignee, that he had been 
conducting the business of the company 
with much descretion and with profit to the 
creditors. 

Windsor, Conn. — The Spencer Auto- 
matic Machine Screw Co. have moved to 
Hartford. 

Recent Embarrassments. 

Monmouth, Ill.—The Weir Plow Co. have 
made an assignment to L. S. Kingman. 
The plant has been controlled by the King- 
man Co. of Peoria, but has always retained 
the firm name of the Weir Plow Co. 


Recent Fires. 
South Bend, Ind.—The Bissell Chilled 
Plow Co. have suffered a loss of $40,000 by 
fire. Fully insured. 


Miscellaneous. 

Cincinnati, Ohio.—Among the foreign or- 
ders booked recently by the American Tool 
Works Co. of this city, was one for a full 
line of engine lathes from Stockholm, Swe- 
den; another for the outfit for the big loco- 
motive works at St. Petersburg, Russia, 
and a third from the Campania Agricola de 
Tlahualita of Zaragoza, Mexico. A large 
order for lathes and milling machines from 
the Economic Power Co., of Rochester, N. 
Y., will be placed in their shops at Indian- 
apolis. 

Cleveland, Ohio.—The H. P. Nail Co. re- 
cently added two monster spike machines to 
the equipment of the nail department. 
These machines, which weigh about ten 
tons each, resemble the ordinary wire nail 
machines, but are several times _ larger. 
They are used for the production of boat 
spikes and are the only machines of that 
size in existence. Each machine will make 
100 kegs of these spikes in ten hours. The 
rod of which the spikes are made is fed into 
the machine by an automatic attachment. 
A large spring, consisting of 12 planks, is 
hung from a brace built for the purpose. 
These planks are three inches thick and 
about a foot wide. Six of them are on each 
side of the spring, which is fashioned like 
the letter A. The plank on the outside of 
the spring is about 12 feet long and the 
next one 11 feet, and so on to the inside 
plank, which is about six feet long. When 
the wide part of the spring is forced to 
gether and then let go suddenly, it forces 4 
large bar of steel to strike the end of the 
rod, making the head of the spike. The 
rod is then forced into the machine and cut 
off, allowing the spring to make another 
head. 
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THE BANNER 
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With RIGID 
BRACKET. 


Workmanship, finish and burning qualities 
as near perfect as it is senna to make a 
Bicycle Lamp. 

The Wick Lock is the only practical one. 
Once the wick isadjusted nothing can move 
it up or down till you unlock it. 

Has a larger and better Lens than any 
other Bicycle Lamp. Is 3 in. in a 
Double Convex and polished. 

Guaranteed Wind- ene under Normal con- 
ditions in riding. 

All parts removable for easy cleaning. No 
lamp compares with it in this respect. 


New Yorks Plume & Atwood Mfg. Go., 
FACTORIES, 
Waterbury and Thomaston, Conn. 
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TRY SOMETHING NEW. 
= PLANET _ 
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They are made of leather, with fancy enameled 
handles. Will not break nor injure finest fur- 
ni ture or upholstery. Made in 4 lengths. Re- 
tails popular prices. Write for catalogue and 


price- list. 


PLANET MFG. CO., Holyoke. Mass.,U S.A 
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‘hr Covers are the most attractive ever pre- 
sented for ¢atalocue-, Booklet » etc 
The Cotore t Insects used in this “ irpreen 
are specimens of our product. 
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Send for Sample Books showing three dis- 
tinct styles and over thirty MILLS, Colors. 

IAGARA PAPER ve 


(Depar em: ~_s Lockport, N 





JOB LOTS aaroware 


[ buy and sell in any quantity complete lines of 
HARDWARE. MANUFACTURERS 
having JOB LOTS will find mea ready pur- 
RETAIL DEALERS will find my 


prices lower than any house in the business. .. . 


A. N. JACOB, 491-493 Broadway, NEW YORK. 


—————— 


chaser. 





GEO. F. TAYLOR’S SONS, 
80 Pine Street, New York. 


FERTILIZER CHEMICALS and MATERIALS ; 
ALSO 


BONE BLACK 





Carpenters’ Tools. 


©. S|] WE WARRANT EVERY HAMMER]. = 
_ {STAMPED SARGENT & CO. fe 























All Fully Warranted. 
Now is the time to sell them. 





Sargent’s Planes are first class 4 Sargent’s Squares are standard 
goods throughout; well made and goods carefully made from best 
nicely finished. steel. 

Sargent’s Screw Drivers are su- Sargent's Steel Hammers are 








made of solid cast steel. 
are of the highest grade. 


perior tools that are appreciated They 


by good mechanics. 


Sargent’s Saws are perfect. Sargent’s Augers and Bits are 











There are no better Saws than * branded “U.S.” They are meant 
these in the world. ? for use day in and day out. 
SARGENT & CO., New Haven, Conn; New York; Philadelphia; Boston. 

















THE PERFECT SAW JOINTER 


Skate Sharpener. 


Adjustable to 
any thickness 
of blade. . 


een oncom 


Uses any 
common file. 





Write 
for prices. 





“™ “S:CONANT-CO B0SToR 


The only Practical Jointer and Skate Sharpener on tne market. 


THE PIKE MFC. Co., Sole Agents, PIKE STATION, N. H. 


7” The DOUGHTY Perfection 
Automatic Bicycle BELL. 


Made of best Bell Metal, oo ng polished and nickel- -piated, Anti- 
rustng The only Automatic Bell always ready for instant use 
(fast or slow speed.) No loose ni to rattle and get out of 
the Best. order. Does not roll on tire—only press thumb lever on handle 

bar—throws little rubber tip in contact with spokes—Bell does the 
rest. The only Bell with a clear electric ring without a battery. You 
will pronounce it the Perfectionin Bell ringing. Price $1.00 each. 


MANUFACTURED BY J, DOUGHTY & CO., 
Pat. “Jan. 11, '98. 1025 Arch St., Philadelphia, Pa. 










Liberal 
Discount 
tothe Trade 
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“EASY” Go 
Rubber Vehicle Tires. 


Practical, Economical, Durable and ‘‘ Cime-Cested.’’ 
Will not Creep or Travel Within the Channel. 
MANUFACTURED ONLY BY 
THE WHITMAN & BARNES MFG. CO., 


New York, N. Y. Akron, Ohio. Kansas City, Mo. 
Cincinnati, Ohio. Chicago, Ill. San Fraacisco, Cal. 
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For Tempering, Coloring and Filtering Purposes. 


UP-TO-DATE. HOLLOW STEEL BLOCKS. 


As light as wood and much stronger. The only Steel Block where 
the straps extend down below the middle and the pin passes through 
them, and has edges and middles rounded to protect the ers 
When bushed with Ford’s Patent Self-Lubricating or Adjustable 
Five-Roller Bearing Sheaves they lead all others for cheapness and 
ga To insure the best blocks always specify SfAR 
RAND. 1897 Complete Catalogue J] nowin preparation. ... . 


Boston, Mass. 


Successors to 


Boston & Lockport Block C0., sacaai & Loud Biock Co., 
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Z "BICYCLE TRADE RECORD. “4 


Bicycle manufacturers and dealers, the coun- 
try over, are requested to contribute to this 
page. News of new stores, changes, improve- 
ments, etc., will be gladly received, and 
promptly published. 


New Companies, Agencies, Etc. 
Albert Lea, Minn.—L. & C. Jensen. 


Anderson, Ind.—The Anderson Bicycle 
Co., which was recently sold at receiver's 
sale to J. B. Lott, has been reorganized un- 
der the name of the Erie Cycle & Mfg. Co. 
The plant is in operation. ‘Two local retail 
stores have already been established. 

Appleton. Minn.—Rosenkranz & Brus- 
tuen are conducting a bicycle repair shop. 


Cadillac, Mich.—B. Reed. 


Camden, N. J.—The Wilt Ball-Bearing 
Co. has been incorporated by S. D. Lehner, 
W. S. Weiler, W. P. Snyder and others to 
manufacture ball-bearings. Capital stock, 
$50,000. 

Charleston, W. Va.—The Travelers’ Bi- 
cycle Casualty Co. has been chartered. The 
new corporation has a subscribed capital of 
$1000, the capital stock being limited to 
$250,000. The principal place of business 
is Charleston. Incorporators: Robert H. 
Partridge, George L. Lohrer, Dr. Jay G 
Wilson, W. F. Salter and D. W. Bonn, all 
of Washington, D. C. 


Chattanooga, Tenn.—The New York Bi- 
cycle Co. has been incorporated by D. H. 
Barker, E. O. Williams, W. H. Barker, F. 
W. Williams and F. E. Favis, to deal in 
and manufacture bicycles. Capital stock, 
$5000. 

Chicago, Ill.—American Brake Shoe Co. 
has been incorporated by Frank H. Drury, 
Jules N. Raymond and Otto R. Barnett, 
for manufacturing purposes. Capital stock 
$100,000. 


Chicago, Ill.—Burnham Bicycle Specialty 
Co. has been incorporated, with a capital 
stock of $10,000, by F. P. Burnham, J. H. 
Wilkerson and M. L. Coffeen. 


Chicago, Ill.—E. Klips Specialty Co. has 
been incorporated by H. C. Beitler, Thos. 
S. Duffy and O. B. McGlasson. Capital 
stock, $2500. 

Chicago, Ill.—The Imperial Rubber Tire 
Co. has been incorporated with a capital 
stock of $20,000 by A. C. Mcllvane, John R. 
Ickles and F. E. Ammon. 


Columbus, Ohio.—The Summers Auto- 
matic Cycle Lock Co. has been incorporated 
by James W. Meek, J. R. McGaw, J. H. 
Smith, George J. Crossman, W. C. Joyner 
and William T. Summers to manufacture 
W. T. Summers’ automatic coin-controlled 
bicycle rack, or any improvement thereon, 
and other articles. Capital stock, $10,000. 


Corinth, N. Y.—Chas. S. Murray. 


Corry, Pa.—Judson Carnrike and James 
Ranson have opened a bicycle repair shop 
on North Center Street. 


Denver, Col,—E. M. Weiant, bicycles, 


has opened new store at No. 524 Sixteenth 
Street. 

Elgin, Ill.—A. P. Thomas, bicycles, sew- 
ing machines, etc., has opened new store at 
No. 166 Chicago Street. 

Fargo, N. D.—George D. Brown, bicy- 
cles, has opened wholesale and retail bicy- 
cle exchange depot at N. P. Avenue, near 
Metropole. | 

Gloucester, Mass.—Frank P. Wonson. 

Hagerstown, Md.—S. W. Kent Miller. 

Hailey, Idaho.—Centennial Cliff and Sid- 
ney Borem have opened a bicycle renting 
and repair shop on Main Street. 

Hingham, Mass.—South Shore Bicycle Co. 

Hunting Star, Ind.—James B. John. 

Indianapolis, Ind.—B. Koehring & Son. 

Jeffersonville, Ind.—Walter M. Birnbaum, 
bicycles, has opened new store on West 
Market Street, Louisville, No. 425, in the 
stand recently vacated by the American 
restaurant. 

Lake Benton, Minn.—O. B. Conger, bicy- 
cles and bicycle repairer, will open store, 
and will also conduct a bicycle livery. 


Lapeer, Mich. — C. H. Hollister has 


. opened a bicycle repair shop in the former 


Corey building, at the foot of Neuppessing 
Street. 

Litchfield, Ill.—F. Beindorf. 

Miami, Fla.—E. O. Williams, formerly 
proprietor of the Miami Bicycle Co., has lo- 
cated his bicycle business at Chattanooga. 


Montreal, Can.—The Overland Bicycle 
Livery has been incorporated by J. 
Burns, J. A. Smith and W. F. Stevens. 

Montreal, Can.—Thos. J. Wall has estab- 
lished Spalding bicycle agency. 

Moorhead, Minn.—J. J. Levitre will open 
a bicycle emporium and repair shop. 

Newark, N. J.—Stock of Bicycle Equip- 
ment Co. has been incorporated with capital 
stock of $150,000. Incorporators: Howard 
T. Montgomery, Clarence W. Montgomery, 
White Plains, N. Y.; William -D. Rutan, 
Newark. 

New Trier, Minn.— Willie Dierke will es- 
tablish a bicycle factory in the near future. 


New York, N. Y.—Russell Mfg. Co. has 
been incorporated by Wm. Kreff, No. 26A 
Hart Street, Brooklyn; John T. Canavan, 
Brooklyn, and Chas. H. Hodges, New York. 
Will manufacture and deal in bicycles, at- 
tachments and novelties. Capital stock, 
$ 10,000. 

New York, N. Y.—The Self-Lubricating 
Gear Case Co. has been incorporated by R. 
I. Lyon and others, with a capital stock of 
$25,000. 

Orlando, Fla.—J. H. Mooney. 

Paterson, N. J.—Pedersen Lever Bicycle 
Co. has been incorporated by Geo. A. Bige- 
low, Worcester, Mass.; Alfred W. Green- 
wood, of thiscity, and Johannes T. Peder- 


Plymouth, Pa.—J. M. McLaughlin. 

Princeton, Ky.—Tillman Rich has opened 
a bicycle and general repair store. 

Portland, Me.—Gentry-Storr Chainless 
Bicycle & Gear Co. has been organized to 
manufacture chainless bicycles. The officers 
are: Thos. I. Kennedy, of New York, presi- 
dent; Robert Van Dusen, of Philadelphia, 
treasurer. Capital stock, $300,000. 

Red Key, Ind.—E. B. Connelly. 

Rowley, Mass.—S. F. Poore. 

Stewartville, Minn.—Russell & Pierson, 
bicycle repairers, have opened for business, 

Streater, Ill.—D. A. Hershey. 

Superior, Wis.—A. E. Hunter has opened 
a bicycle repair shop at No. 307 West Fifth 
Street. He will also carry a line of bicycle 
supplies. 

Topeka, Kan.—Fish & Wyman. 

Utica, N. Y.—Hiller & Schott. 


Changes and Removals. 

Bangor, Me.—T. G. Lancey & Co. sold 
out to Chamberlain & Hersey. 

Denver, Col.—C. M. Diller, who has been 
in the bicycle business for some years past, 
is now with the George Mayer Hardware 
Co. 

Fargo, N. D.—B. D. Schofield & Co., bi- 
cycles, No. 63 Broadway. has purchased the 
entire stock of bicycles of Marsh & Loomis. 

Forest City, la.—W. L. Secor has sold out 
to M. Secor. 

Gas City, Ind.—Gas City Cycle Co. has 


G, sold out to Lon. Maggart. 


Humboldt, Ia.—E. L. Chase and D. L. 
Woodward have consolidated. 

Long Branch, N. J.—Luther & James, bi- 
cycles, succeeded by B. A. Luther. 

Marshall, Ill.—W. Baird has sold out to 
N. B. Devol. 

Ridgeville, Ind.—H. W. Ames has sold 
out to A. Heniser. 

Riverside, Cal.—G. F. Seger has sold out 
to W. L. Peters. 

Tilton, N. H.—The Flashlight & Cycle 
Meter Co. has changed its name to the 
Flashlight Sign Co. 

Wells, Minn.—The Rentz Cycle Mfg.Co., 
succeeded by J. A. Harriman. 

Westfield, Mass.—A. A. Sanborn & Co. 
succeed to the business of Ferris & 
Sanborn. 

Ypsilanti, Mich.—Huxton & Dawson have 
removed to No. 215 Congress Street. 


Recent Fires. 
Minneapolis, Minn.—Larson & Moe, bi- 
cycle repair shop, No. 442 Jackson Street, 
slightly damaged by fire. 
Pittsburg, Pa.—Tyler & Elliott, bicycle 
dealers, No, 128 South Highland Avenue, 
damaged by fire. 


Waterbury, Conn.—Remillard & Valois. 


sen, of New York. Capital stock, $25,000. bicycles, destroyed by fire; not insured. 
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: The Che “Eclipse Cleanable 
O fo v ery 4 
¢ % Latest. Refrigerator 's rena 
: romney gg it is the only removable ice chamber 
% xy Aug. 24, °97. refrigerator having a removable flue 
\4 through which pure cold dry air 
4 is introduced in the bottom of 
4 f. the provision room, getting un- 
ned DEPARTURE w fp Ia Neg ||, der and between the provisions, ! 
/ yb SiN “4 OE Fan 86 and forcing the warm moist air 
less BICYCLE x rh ee vg NR aay and odors upwards, and creat- 
1 to n f , ing a pgsitive current or circu- 
cers & Ro lation: All other makes are 
resi- m —_ imitations of the first crude re- " 
hia, THEY Haye, TONE a movable tank refrigerator Intro- 
THATS ALL THEIR mg duced years ago, and news | an ice box set in top, from which cold, & 
‘\o= n heavy air falls by gravity and forces downward the objectionable mat- a 
a; 2 m™ ters. THE ECLIPSE HAS THE LARCEST ICE CAPACITY. e 
nd } «HAS ALL THE CLEANABLE FEATURES OF OTHER MAKES. m 
. “he HAS MORE TALKING POINTS THAN ANY OTHERS. a 
WATERBURY BRASS CO : THE ECLIPSE REFRIGERATOR WORKS, BURLINGTON, VERMONT. 3 
9 
“4 60 Centre St., New York. 33933 33333333333333332233 3233S SEESE eeeceecececececeeceet 
vele . Manufacturersof . . ‘ 
, Sheet Brass, Brass and Copper Wire, German Silver NEW CUSTOMERS? Yes, and increases 
and German Silver Wire. fete R BI N : E L LS = toe sales in other lines— 
. as 
PERCUSSION CAPS DUBLEOOK ” ""Xhuke 
OF ALL KINDS. Hangs wheels off the tres 
Hicks Primers, Berden Primers, a pit Boe yen Pomc Apron 
old Powder Flasks and Shot MP — aed rabies, geal with 
Pouches. BRISTOL BELL CO. | paid, all dealers carry it. ” 50c. 
BRISTOL, CONN. U.S.A. | Graham-Woodward Equip’ t Go. 9 
een TAPE MEASURES, 26 Cortlandt St., New York. 
EYELETS AND SMALL BRASS WARES 
ee _|UNDERHILL, CLINCH & CO 
bi- a4 
i 94 CHAMBERS STREET, NEW YORK. 
out ‘s 
OQ. Ames & Sons’ Shovels, tise Sevens 
as 
AD saat SA Se Geneva Tool Co.’s Cast Steel Hoes, Rakes, Etc. 
L. THE CODLING | MFG. CO., 4 
tnanstnipaldiond Sheble & Kiemm’s Manure and Hay Forks. 
" ” COMPRESSED. PORK GRIPS. David Wadsworth’s Scythes. 
to — e | 
a ae. ene English Riveted Scythes, Grass Hooks and Shuffle Hoes. 
old All Sizes @ With every style of tip. ade cay 
Send for our Agricultural Catalogue showing goods carried in stock and new prices. 
ut 
“* CALCIUM KING :|3The on CYCLOM ETER. } 
ACETYLENE GAS Weight 1 Ounce. 
0., “ BICYCLE : LAMP : kL 10,000 Miles and Repeat. 
. | iid Built on scientific principles. gm New pro cams me 
& \ NO SMOKE. ne 
\ Frac ? anaes ~— <>1898 GOODS.= 
ae CANNOT JAR OUT — ’ 
ye we — MILLER’S Al LAMP. 
5 Ome OR BEOW | OUT. pamecomgengg aint one. aunt. 
ee" CHARGED AND BUSA ee ee 
“_ een , 
- ICKL 
: EDWARD MILLER & CO, 
Send for eee Booklet.@> Factories and General Office, 
le a ae bie -- MERIDEN, CONN... 
e, GEO. H. CLOWES MFG. CO., STORES: 
' 63 Pearl St., Boston, Mass., and 
: : 202 Postal Bidg., New York. Waterbury, Conn. Sawn 
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TROJAN BOK mS 


Continuous Strip 300 feet. 


Soft Steel Strap allows a naii to be driven anywhere. 

a manner that the Bosses protect the heads of nails. 
— —___” Packed in cases of 20 coils of 300 feet each, on individual hangers or one iron floor 
41 4, %, %, and 1 inch in width. 


stand gratis. 


NO RIVETS. Others on the 


market are weaker by being riveted every eight or ten feet. 
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Something New, 
Bright and Clean. 
Free from a Wire tag 
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mi 50 to 54 COLUMBIA HEIGHTS, : 5° "BROOKLYN, N.Y. “Ta 
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BELTING & HOSE CO., 
spite N J., U.S.A. 
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It 
SETS ‘ o the hundredth part of an inch. 


SIDEDRESSES in any required degree. 


JOINTS pilin gg a exactitude, and 
FITS oftective oo. respects for easy and 


For illustrative circular and full particulars, address 


THE BENNETT COMBINATION SAW-TOOL CO., 


159-16% East Houston St. 
New York City. 





terfere with our trade name. 


NEW YORK OFFICE: 
90 Chambers St. 


NE EB 


CELEBRATED &6 b-4 EINISCH 43 § 


eee & 
SHEARS. 
Judge Townsend of United States Court has just granted an accounting and | 





INJUNCTION 


against H. Boker & Co. of ‘New York City restraining them from using the 
name HEINISCH or H. C. HEINISCH on shears in any way which will in- 


We respectfully inform the trade of our determination to protect our 
rights and all persons found seiling shears bearing any imitation of our 
Trade-name will be held strictly accountable for their acts. 

Very Respectfully, 


R. HEINISCH’S SONS, CO. 
NEWARK, N. J. 


“See 
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WHEN YOU WANT THE 


Best Quality and Finest Finish 





SHEARS, SCISSORS & TINNERS® SNIPS 


YOU SHOULD HANDLE THOSE MADE BY 


J. WISS & SONS, NEWARK, N. J. 


We make the Largest line of 


Tailor Shears, Trimmers, Barber Shears, Bankers’, &c. 









E make a specialty of High Grade Shears suitable for Mill 
and Factory use. No mechanic can afford to use poor tools. 
Qurs are the BEST in the line, consequently the cheapest. . . 


Ship Adze. 








Ship Carpenters’ Tools 


“HORTON’S” 


Plain Adzes, 

Lipped Adzes, 
Axes, Chisels, 
Mauls, Gouges, 
Scrapers, SIicKs. 





STOCK ON HAND READY FOR 
a 





Ship Axe. 


UNDERHILL, CLINCH & CO,, 


SOLE ACENTS, 94 Chambers St., NEW YORK. 
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HATILLON SPRING. SCALES 


= ~~ CXOX®) 
* @ 
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Our experience in the 
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business, together with 


j For more than sixty 
years we have carried on 
ou1 unequaled facilities 


the business of making 


for manufacturing, en- 


Spring Scales, and have 


ables us to produce a su- 
made it OUR SPECIALTY. 


ae se _ S_ fb b_b_ bb _S_ 4 


perior article, and thus to 


maintain the well-known 


ranted to weigh accurate- reputation of Chatillon’s 


ly and to be perfect in Spring Scales as above 


that of other makes. 3 


O) 8 
C@® 


5 
5 
5 
3 
; All our Scales are war- 
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These Tools are ere ys in the Markets, Packing Houses and Abbatoirs throughout the United States as the 
standard of excelle ice, quality being the first consideration. We carryin stock every style and size of Knives, Cleavers 
and Steels used in cutting meat; also knives for kitchen use in Hotels, Restaurants and for domestic purposes. 


FRIEDERICH DICK’S MAGNET DIAMOND STEELS. 





. 2 ———— 
a ——— =—— 
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By careful workm inship and the use of a special steel in their manufacture THEY HAVE BECOME FAMOUS 
THROUGHOUT THE WORLD. 






PHOENIX KNIFE CO.’S POCKET KNIVES. 


Finest quality American Pocket Cutlery in large variety—Knives that are good sellers and will give satisfaction to the user. 


JOHN CHATILLON & SONS, 


ESTABLISHED 18835. 


85 to 93 Cliff St. and 12 Jacob St., ‘ 4 
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NEW YORK CITY. 
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PERE is not, never was, and never will be any other Chay B 
Stoner that stones cherries like the ... 


FAMILY GHERRY STONER, | 


All other so-called cherry stoners mash the 
fruit and waste the juice. This one removes 
nothing but the stone. It is one of the few 
things that was made just right, and when a 
thing is right, it can’t be beat. 


SOLD BY JOBBERS. 
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ee | MADE BY... 
GOODELL COMPANY, ANTRIM, N. H. 
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nme | A 
‘MYSTIC LAWN FOUNTAIN : = — 7 
PATENTED. . —_ a — — — Er iti.L.’s HILL’S 

The Y re Clothes Dryers, Champion Clothes 

2 - i snaiaiain — Dryer, for Yard, 
DR Y E RS 1 Mass. | More than 
in the World. | i tthe, 1 

CHICAGO AGENTS: | aie ins cece 








Chas. W. Cibbs & Co.; 
63-65 Washington St. 


HILL DRYER CO 


THE NEW “PERFECTION” HALTER CHAINS. 
A e Jers 


Y Gy - 
¢ WY } 
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Send for Catalogue. 





Worcester, Mass. 














Can be adjusted tothrow semicircle by simply 
turning thumb piece, so astoset near a walk. 
Write for Catalogue of Sprinklers, Kose 
Menders, Lawn Rakes, Garden Trowels, 
Weeding Kooks, etc. . . 
Write for BARGAINS in Lawn Sprinklers. 
We Mean Business. 

Prices Will Astonish You. 


F.E. KOHLER & C0., Canton, 0., U.S.A. 


‘SEES DAE DD Dit Bil Die Dhl Dt 20k Dht Dll Dee Ade Dee Dhl Dee Dat De Bee De Dee Gen tt fnt ft fee Oe 


These chains are not readily distinguished from the German Welded Halter Chains, but 
same will be found Much Stronger, More Uniform and Lower Priced than the imported 
article. Send for list and discounts. 


WE MAKE THE BEST SASH CHAIN—THE o ‘MONARCH. os 
TUCK MFG. CO, Brockton, Mass.|f THE BRIDGEPORT CHAIN COMPANY, Manufacturers, BRIDGEPORT, CONN 
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feo. P. Marks &00., | Coop CHANCE. 
HARDWARE MANUFACTURERS’ AGENTS | song exanseneaanspeosepi tar 


ware Sasinees ina manufacturing 
Representing Leading Manufacturers. town of 4500 inhabitants, and on the 
(Accounts Solicited.) 


boom. Stock is clean and up-to-date. 
No dead stock. Good paying Tin 


| Shop. Reason for selling—wish to 
304 Magazine St., New Oricans, La. | close estate of my husband. Address 


MRS. N. A. MORSE, 
| 


‘AIOTINH ® spooy, ‘sdtady 


Send for Tool Oatalocue. 











Mishawaka, St. Joseph Co , Indiana. 





| PROGRESSIVE 
AND | 











—————a> 





ENTERPRISING. 





TRADE MARK. GOULD’S 
STEAM & WATER PACKING 


Never sticks the Throttle. 


® The Original Ring Packing. 

@ [n ordering give EXACT dia- 

meter of Stuffing Box 
and Valve Stem. 

None genuine without this 

Trade Mark. 

s THE GOULD PACKING CO., 

4 Chai, Treas. EAST CAMBRIDGE, MAS 


Holmes & Edwards Siiver 
Co., Bridgeport, Conn. [.S2- 
verware|: We recognize in 
HARDWARE a magazine pro- 
gressive and enterprising. 









All antl and Labels « on genuine Qovert’s Snaps, 
Web Goods, Rope Goods and Chain Goods 
bear the above Trade-Miark. 














COVERT MFG. CO., West Troy, N.Y. 
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WANTED TEN OLD BICYCLES. 


New HOWARD CHAINLESS —""™ 
To be given in exchange. 








OUR Advertising Department proposes to give ten latest 
Improved Howard Chainless Bicycles, valued at $125 each, in 
even exchange for an equal number of the oldest bicycles of 
any make, in good order and condition for use. Awards to be 
decided from applications sent in before the 4th of July. 


All You Have to Do isto send to usin a sealed Envel- 
ope :—1. Your name, residence and postoffice address. 2 The 


name, factory number and description of the bicycle. 3. If you : 
want our illustrated catalogue send two 2-cent stamps. 4 


If you have an old bicycle you merely send the required information. It may bring 
to your door the best bicycle in the world in exchange for your old one. Thisis no 
scheme to secure a payment, subscription, or admittance for an agent. We want 
the names of people who can use good bicycles. We make HOWARD CHAINLESS 
BICYCLES exclusively and want to sell one or two in every town this season. Have 
been making chainless bicycles for years. If no agent in your town handles the 
Howard Chainless we will allow the first person who buys a liberal amount for his 

old wheel and offer him an agericy. 


oepariace HOWARD CHAINLESS C 0., 700 Newark, Ned 
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HARDWARE DEALERS SELLING BICYCLES 


Are making a pleasant and profitable addition to their business. More Hard- 
ware Dealers are selling “Imperials”’ as a.side line than any other class 
of merchants, and WHY >? 


“Tmyperial (heels 


Kegistered Trade Mark. 











%? The Go-Lightly 
Kind 





are easy to sell—easy to ride. They give satisfaction and please the riders. 
“‘Imperials” list this season at 


$50, $40 ™ $30. 


Highest Standard maintained in Workmanship, Material and Finish. They are 
bound to be Money Makers for any Dealer. WRITE FOR TERMS AND DISCOUNTS. 














AMES & FROST COMPANY, Cuicaco. 
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SILVER PLATED WARE 
recognized as the standard of quality the world over is the 


ROGERsS “ANCHOR” BRAND. 


It represents all that is possible in stylishness and true, lasting ; 





quality. It is backed by a half century’s successful record. . 4 
Learn more about it by dropping a line for catalogue to ) 


THE 





Main Office & Salesrooms: 


_ Factories : 
CONN. 


HARTFORD, CONN. 
NORWICH, CONN. 


WALLINGFORD, CONN. WM. ROCER 
eee ee eae EePo, 


OO 6 0 OS OS OO © OOO © © OS 49 939X933 3<30 


HARTFORD, 


NEW YORK OFFICE, 4 
149 Church Street. d 


PHILADELPHIA, 


506 Commerce St. 


CALAC ALAC en CnC a-AVAD<B<B<D<d<d<de 
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‘FREE TO sh aiianaiaiiiniaia: 


A sample of our new weight ‘56°’ SPOON—  ~ j 
j TIPPED 


j NIGKEL SILVER WINDSOR or ; 
| SHELL. ! 


Address postal Department M. 


The Holmes & Edwards Silver Co.,  j 


> EAST BRIDCEPORT, CONN. = 
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AGENCY JOSEPH RODGERS & SONS, cro. 
THE BEST is EVER AND ALWAYS CHEAPEST. 


The merchant can recommend with confidence, 

The consumer will report superiority. 

Excellence will insure enlarged demand. 

Satisfaction will leave no ground for complaint. 
Why, then, sell inferior Cutlery when 


aoe THE VERY BES Ti. 
can be had at a sza!l advance over poorer 


QUALITY? 
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FOR CENTURIES THE WORLD RENOWNED ITIOUSE OF 


JOSEPH RODGERS & SONS, LTD., 
SHEFFIELD, ENGLAND, 
Has had neither eyuals nor superiors in the manufacture of 
CARVING KNIVES and FORKS, RAZORS, 


TABLE CUTLERY, HUNTING and BOWIE KNIV—=S 
SCISSORS, POCKET CUTLERY, &c. 


Its Corporate Mark *« eK 


Is among the oldest, and now over 200 YEARS old. It is known the world over as a guarantee 
that all articles so stamped are absolutely superior to all others. 
We are the sole agents in the United States for JOSEPH RODGERS & SONS and carry a full line 


of their mantfactures in stock. 
If you cannot procure goods of their make from your jobber we shall be pleased to supply fu! 


information on application. ALFRED FIELD & CO., 
93 Chambers Street, New York. 
Established 


isc. ALFRED FIELD & CO., 


93 Chambers and 75 Reade Streets, New York. 


Importers of 


HARDWARE, CUTLERY, GUNS, ANVILS, CHAINS, FILES 


Sole Agents for 
OSEPH gees & SONS, LIMITED, BEST CUTLERY IN THE WORLD. 


COATES CLIPPER MFG. Co. ; HORSE AND TOILET CLIPPERS. 
Caps, WApDsS, CARTRIDGE CASES, ETC. 


ELEY BROS., LIMITED 
L. HUGONIOT TISSOT, FINE FRENCH PLYERS AND OTHER SMALL TOOLS, 
SHEEP AND GARDEN SHEARS. 


ee GREAVES 
5 PEACE, GRASS HOOKS, SCYTHES AND STRAW KNIVES, 
odie ACRE, GRASS HOOKS, SICKLES, ETC. 
WEB TER & HORSFALL, PIANO AND STEEL WIRE OF ALL DESCRIPTIONS. 
Proprietors of the following brands of Cutlery: 


ALFRED FIELD & Co., PARKER & FIELD, PROGPESS, CRITERION, BRANFORD CUTLERY Co., Con 
TINENTAL CUTLERY CO.. WALTHAM CUTLERY CO., ALEXANDER FRAZER & Co., JONES & Ca 








The CONROY PATENT 
Refrigerator Fastener, 


The only Practical Fastener in gse, 
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Manufactured and sold to the trade by 


P. J. CONROY, 


Beware of Infringements) Paschall, Phila, 
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¢ Bicycle Step Ladder 


Especially adapted for Hardware Stores. 
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The newest, neatest, simplest, easiest operated, 
and safest store ladder made. Highest Award 
World’s Fair. Write us. 


The Bicycle Step Ladder Co., 


60 STATE STREET, CHICAGO, ILL. 


AGENCIES : 


Eastern Agents, YOUNGS & CARR, 8 Clinton Place, 
New York Cit 

New York and vicinity, E. J. HUSSEY & CO., 8 
John Street, New York City. 

California, JOHN WOODLOCK, 26 Beale Street, San 
Francisco, Cal. 

a States, HOWE SCALE Co., Portland, 


Ore 
Texas me Southwest, Ep. Foy, Dallas, Tex. 
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Trilby 
Design 


(W-ought Bronge) 





In Old Copper finishis a 
favorite for my 
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Front, Vestibule, 
Inside, and Sliding Door 
Sets Complete. 

Bell Pushes, Etc. 











( Manuiacturers Builder g? Hardware, 


Factory and General Offices, 
aa SOUTH NORWALK, CONN. 


SALESROOMS: 
JEW YORK, 80 Chambers St., or 
94 Chambers St., (UNDERHILL, CLINCH & CoO.) 
BOSTON, 200 Franklin St. (CHAS. A. CUNNINGHAM.) 
CHICAGO, 36 Dearborn St. 
BALT IMORE, 2 Hopkins Place. 
PHILADELP HIA, 13 North Sixth St. 


SPEPPPPSPP LPI PRPPPPPOSESESES 


(HENRY KEIDEL & Co ) 
(HERY A. TERRY.) 


33 Che Largest Tnsurance Company in the World. 33: 
000 THE MUTUAL LIFE 
3 INSURANCE : COMPANY # 


008 EMORY Met LINTO(t(K, - * -« 














ry Bae 
7ee8 Bee 
333 OF NEW YORK. ess: 
233) aeerrer $33: 
ag RICHARD A. McCURDY, President. _[§&:: 
ses Assets, Dec. 31, 1897, -  $253,786,437.66 ee: 
88 Liabilitics, - = - = $218, 278,243. 07 o33: 
-000@ pag @ee- 
see Surplus, - - = $35, 508, 194. 59 Ses: 
aaa Paid to Policy-holders since gs 
388 organization, - = $462,997,250.71 333: 
rT eee 
23 Income in 1897, - - $54, 162,608.23 ssc 
33 Increase of Income in 1897, $4,459,912.96 ses: 
ss Increase of Surplus, - = $5,774,679.89 sss: 
3 and gi: 
338 Decrease of Expenses, = = $146,178.31 ee: 
3 i 
388 ROBERT A. GRANNIS, ‘Vice-President. 332: 
-ee@ aaa @@e- 
3 @ @ee- 
338 WALTER R. GILLETTE, - - General Manager. ee:: 
aa ISAAC F. LLOYD, - - - 2d Vice-President. — 
-008 FREDERIC CROMWELL, - - - - Treasurer, aoe 


Actuary. eee 


-ee@ S zoe 
. r j ri . r o-~ - - (eo ¢ r o 
oa WILLIAM J. EASTON, Secretary. See 
eee ee 
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WE MAKE OUR TUBE | 





* FIFTY CARBON STEEL 


Because a Tube like this of our Is just asstrong as a Tube like this of 














25% 
CARBON 


STEEL 


50% 
CARBON 


STEEL 







While 
weight for weight in a Bicycle our FIFTY CARBON Steel will last so long 


and TWENTY-FIVE CARBON Stee! will last only so long 


NOTE THE FULL IMPORT OF THE 
PARALLEL LINES. 


The comparison which they graphically make indicates the result of 
the prolonged investigations of the most practical experts of the world. 

That the tests in our own laboratory coroborate these results is merely 
so much to its credit; that the same is true of actual trial on the road 
equally proves the trial to have ‘been made in bicycles of correct design and 
construction. THE FACT REMAINS. 

The margin of safety is greatly increased by the use of this tube. 
Every bicycle manufacturer should use it; every dealer should insist on 
having it; every rider should demand it. Send for catalogue. 


THE POPE TUBE CO., Hartford, Conn. 
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Will be the prevailing features, with 


Carpet Sweepers 
fi 1898. 
“Zyco” Bearings ana 
others of equal value to be an- 


Dust Proof Axle Cubes 
nounced [ater on. 





> ADVERTISING HELPS € 


Furnished Gratis. 


Bissell Carpet Sweeper Co,, 
103 Chambers St., New York. 





GRAND RAPIDS, MICH. 
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LONDON. - PARIS. ~ HAMBURG. 
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JOHNSTON’S 1 oz. bottles per gro. $5.00 RIVETS # 


LIQUID GLUE 2 oz. bottles per gro. $6.00 
FOR ALL USES. JOHNSTON’S IMPERIAL 











CARPENTERS’ PENCILS. 
Bevin —HIGH GRADE.— 
TRILATER AL, Price per gro. $5.00. 
J.D. JOHNSTON, Newport, R. I. 









| HEXAGON. 


m@ WIRE NAILS. 


c. Cc. & E. P. TOWNSEND, 
New Brighton, Penn. 





DEAN 
LINSEED OIL COMPANY 


LINSEED CRUSHERS. 
Front Street, 





ist NEW YORK. 


























WE MAKE THEM. 


SEND FOR CATALOGUE TO 
American Shearer Mfg. Co., Nashua, N.H.,USA 











ESTABLISHED 1854. 


BOXWOOD 2 IVOKY 


RULES. 


STEPHENS & CO. ,*'qivg:Go™ 





STARR’S GRANITE CEMENT. — 


Repairs chipped and rusty spotsin Gran 

| ware. Stops Leaky Tinware, Satereare 
Fibreware, Woodenware, Tin and Iron Roofs, 
Eave Spouts, &c. Sample and prices free to 


| dealers. 
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STARR, 
<> NORWALK, OHIO. 


| B-x E, 




















SUGAR and COFFEE SCOOPS, 
Wood Door Knobs, Escut- 
cheons, Shutter Knobs, 


AND 
Novelties in Wood, Metal, etc. No. 
. Manufactured by 


1619 to 1625 Ruan St., 
Frankford, Phila., Pa. 











Established 1870. 


| James F. Martin, 











Scidatnmg't WATER FILTERS 
BRASS, NICKEL PLATED. 

No. Ar Per dozen, $4.00 No. 3 Per dozen, $1.50 

; In 5 Gross lots, 10 a a off. 


J. H. SEED, Manufacturer, 
21 and 23 Centre Street, 















One of the Best Mediams Known. 


C. T. Williamson Wire Nove'ty Co.. 
Newark, N. J. [Corkscrews]: To pre- 





1.00 


sent new goods to the trade we consider 
HARDWARE one of the best mediums 
| known. 





NEW YORK. 

















Hardwaremen’s Exchange. 


Notices of HELP WANTED or SITUATIONS WANTED wii 
be inserted in this column free of charge. Should not exceed 


Four Lines. 


ALL OTHER NOTICES, twenty-five cents per line. 


Help Wanted. 








WaNTED—a: once, married man about satiate years, to take charge 

of selling department of Hardware, cutlery, paints and seed store. 
One with experience in the business and capable of handling salesmen. 
Must be temperate and wide awake. Address,with references and salary 
expected, WIDEAWAKE, care HARDWARE, No. 143 Chambers Street, 
New York. 





A FIRST-CLASS iron pattern fitter wanted; one who has worked on 
stone work; must be sober, and have experience in that line, and be 
Address C., No. gto East Clay 





able to take charge of that department. 
Street, Richmond, Va. 





WANTED a cutlery and gun man thoroughly conversant with busi- 

ness; must be active, pushing and capable of taking charge of a 
department i in wholesale house. Address, giving age, experience, ref- 
erence and nnd et etc., P.O Box 812, mcaneee Pa. 


MAN who nepahip a understands nanan asin tops on door 
knobs. Steady position to the right man. Address WEATHERWAX 
Mrc. Co , Bloomsburg, Pa. 





‘T RAVELIN G salesman for first-class line of American socket ution, 
on commission, in Missouri and Kansas, or Nebraska and Iowa. 
Address C. C., care HARDWARE, No. 143 Chambers Street, New York. 





VERY Hardware Dealer to send us his name and address (postal will 

do) for our circular and prices of Cobbler Sets and ‘* Plymouth Rock ’”’ 

Halfsoles. They are money makers! THE Root Bro’s Co., Ply- 
mouth, Ohio. 





,_XPERIENCED SALESMAN to travel and sell wire goods and so- 

licit orders on iron work where necessary; state where last employed 
and salary expected. Address ‘‘ Wire Goods,” care HARDWARE, No. 
143 Chambers Street, New York. 








Situations Wanted. 


GX; years a postmaster, nine years a oend parabens: would like po- 

sition in large store handling Hardware, with opportunities for ad- 
vancement. Would go on the road. New England preferred Ad- 
dress F. P. M , care HARDWARE, No. 143 Chambers Street, New York, 








—_ a —_-__— 


THOROUGHLY sapihie uinin and buyer Sostoen position with 

Eastern house as inside or traveling salesman. Fifteen years’ ex- 
perience in Hardware and mill supplies. At references. Moderate sal- 
ary to start. Address C. J. B., No. 1706 Western Avenue, Cincinnati, 
Ohio. 





OSITION with wholesale Hardware firm wanted by young man with 
five years’ ——— in retail house; AI references. Salary no ob- 


ject. Address J. M. FisHEeR, Ransom, Kan. 


A PRACTICAL builders’ Hardware salesman, of eightcen years’ ex- 

perience, who has been connected with large jobbing and retail 
house, desires position in retail store in growing city. Can estimate 
from plans and specifications, and has knowledge of Hardware gener- 
ally. Address *‘ Locks,” care HARDWARE, No. 143 Chambers Street, 
New York. 


HOROUGH Hardwareman, 34 years of age ; married; strictly sober - 
a hustler with Ar references, desires position as house or road sales; 
Address Butrs, care Mills Hotel, New York City. 





man. 


GALESMAN. nine years’ traveling experience among wholesale Hard- 
ware, stove and house-furnishing trade in Pennsylvania, New York, 
New Jersey, Maryland and Southern States. Ar New York reference 
as to ability and character. Age, 30. Address M, F. G., care HARp- 
WARE, No. 143 Chambers Street, New York. 





position as salesman or collector with Hardware or implement 
house. Have had twelve years’ experience in retail trade; two 
years on road. Best of references or bond if necessary. Address Lock 
Box 108, Burlington, Kan. 





‘TRAVELING salesman, hustler, 6 years’ experience with largest house 
in Canada, also city references. B. B., care HARDWARE, No. 143 
Chambers Street, New York. 








AN ene business man, for some time manager of a leading 

maker of metal bedsteads and ornamental castings, thoroughly ac- 
quainted with all details. A1 salesman, unequalled acquaintance with 
leading buyers; fully qualified to represent an At concern; open for an 
engagement of asalable line. ‘‘ BUCKEYE,’ care HARDWARE, No. 143 
Chambers Street, New York. 


OSITION as clerk in Hardware store; have had twelve years’ experi- 
ence in large retail Hardware store; understand bicycle repairing; 
speak Scandinavian; A1 references; age, 31. LEW MATSON, Clear Lake, 
lowa. 
A PRACTICAL builders’ Hardware salesman, ten years’ experience, 
desires a position in a wholesale house. Can estimate from plans 
Address WooprRuFF, care HARDWARE, No. 143 
New York. 





and specifications. 
Chambers Street, 





you NG man (20) desires position. Four years’ experience wholesale 

Hardware house; rapid figurer; of good address and business tact, 
knowledge stenography, typewriting and _double- -entry bookkeeping; 
best of references. Address *‘ AMBITIOUS,” care HARDWARE, No. 143 
Chambers Street, New York. 


OSITION wanted as buyer, assistant buyer or salesman by young 
man thoroughly experienced in Hardware, tools, housefurnishing 
and leather goods, china and glassware. Highest references, H. L. G., 
care HARDWARE, No. 143 Chambers Street, New York. 


OOK KEEPER —Competent double entry sittienane and cashier of 
many years’ experience, possessing energy and business abilities, is 
open for engagement with wholesale house or manufacturing concern. 
Married. Best of references as to character, etc. Address BOOKKEEPER, 
care HARDWARE, No. 143 Chambers Street, New York. 


$$ 











A FIRST CLASS buffer wishes a position ; is a first-class worker on 
Hardware and all kinds of meta!: bicycles preferred; union shop if 


possible. OTTo DIETRICH,7o. 7 Comes Street, Newark, N. J. 





, 1898 





er - 
les; 
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Situations Wanted. 





ede RTISING man wishes to make connections at once with a relia- 

ble and financially strong manufacturing company. Is fine writer 
and designer of advertising matter, and knows when, how and where to 
place it to advantage. Can take full charge of advertising department. 
Address Epw. C.WimBrRouGH, No. 530 N. 13th Street, Philadelphia, Pa. 





A YOUNG man, some experience as salesman, would like to engage 

with a reliable firm where he could learn the business, with view of 
representing them in the city and nearby trade. Chance of advancement 
looked for more than salary. G. H. Blanchard, No. 331 West Twenty- 
first Street, New York. 





phlei: repairer and builder would like position with Hardware 

house handling wheels. Capable to take change of bicycle depart- 
ment entirely; can handle fittings. Gro. GovLp, No. 114 Freeport 
Street, Dorchester, Mass, 





ITUAth wanted as superintendent, assistant or general foreman 
of machine works or factory. Haveextensive experience in man- 
aging the manufacture of general and wood-working machinery, machine 
ools and bicycles; well up in modern machine shop practice, designing. 
and draughting; successful in reducing cost and estimating. Address 
R. U. S., care HARDWARE, No. 143 Chambers Street, New York. 





POSst Ssus wanted by an elderly man as salesman in a retail Hard- 

ware store; city or country; over twenty years’ experience. Refer- 
ence, Peter Duryee & Co., New York City. JOHN BARRETT, Hudson 
Boulevard, West Hoboken, N. J. 





WANTED by a practical mechanic with eighteen years’ experience in 

the manufacturing of wood-working machinery and iron tools. 
Has had charge of machine shop for ten years and buying of supplies. 
A position as superintendent, assistant manager or traveling salesman. 
Al references, Address H. A. CANT, Lancaster, Erie County, N.Y. 





M AN, thirty-one years old, wants to change his position ; nine years’ 

experience in retail Hardware as bookkeeper. buyer and salesman. 
Experience on road, At city reference given. Moderate salary. Ad- 
dress Lock, Box 34, Jeannette, Pa. . 





POSITION as head of department, purchasing agent or salesman, six- 
teen years’ experience; two years with one of the largest retail houses 

in New York State; first-class references; Eastern States preferred. 

Address M., care HARDWARE, No 143 Chambers Street, New York. 





YOUNG man (German) desires position in a Hard.vare house, whole- 
sale or retail, has some knowledge of the business. Address RELI- 
ABLE, care HARDWARE, No. 143 Chambers Street, New York. 





Side Line Wanted. 





WANTED, by established company with necessary capital, control of 
good selling specialties in Hardware, house-furnishing, metal and 
kindred lines, for specified territory. This is an exceptional opportun- 
ity for manufacturers to establish good connection. Address ‘*-Ex- 
PANDED,”’ care HARDWARE, No. 143 Chambers Street, New York. 








A TRAVELING man, representing a manufacturer on a salary, wants 
to take some lines of cutlery, Hardware and woodenware spe- 

cialties on commission in Ohio, Michigan and Indiana. Address 2030 

Franklin, care HARDWARE, No. 143 Chambers Street, New York. 





ANTED—By a party who represents a line of commission goods ; 
is open for a number of good lines. Address R. H.J., care 
HARDWARE, No. 143 Chambers Street, New York. 





‘PP RAVELING salesman wishes to add good selling line for Hard- 
ware, paint, cycle or general store trade. References; state partic- 
ulars, and address ‘‘ 36," care HARDWARE, No. 143 Chambers Street, 


New York. 


AN A No. 1 side line wanted by a first class specialty salesman, visit- 
ing Hardware and cutlery trade throughout New England States. 
‘‘ ESTABLISHED TRADE,” care HARDWARE, No. 143 Chambers Street, 


New York. 


‘PPRAVELING salesman throughout New England and Middle States, 

with permanent address on Broadway, New York, would like nov- 
elties and lines of S. M. belts, oil or tailor’s shears. Exclusive agency 
in above territory preferred. Address JoHN F. Down, No. 239 Broad- 
way, New York City. 








Side Line Offered. 





~ALESMEN WANTED to sell a fine all steel sash pulley on a com- 

mission basis, asa side line. Write fully of your present connec- 
tions and territory covered. References desired. This is a good chance 
to make some money on a good article. G. R. SASH PULLEY Co., Grand 
Rapids, Mich, 


Side Line Offered. 





WANT ED—Traveling salesmen visiting the wholesale Hardware and 

rubber trade to carry an up-to-date patented novelty as a side line. 
Send 50 cents for sample, post-paid. Address ORDNER MFG. Co.,, Cleve- 
land, Ohio. 














To Let. 





FFICE with room for stock. V.P. HUMAsSON, No. 80 Chambers 
Street, New York. 








PpRONT portion of loft, one flight up, suitable, for manufacturer’s 

sample room; very light; steam heat. Located in heart of wholesale 
district. Will lease for one year from May Ist. Address ‘* ExceEt- 
LENT,” care HARDWARE, No. 143 Chambers Street, New York. 








For Sale. 





A COMPLETE stock of Hardware, saddlery, stoves and tinware. 

Business well established in a live town and prosperous country. 
Address A. B. C., care HARDWARE, No. 143 Chambers Street, New 
York. 


—— 


ARDWARE STOCK for sale. Taken for debt—will sell cheap. 
Suitable for anyone wishing to start in the Hardware business. 
For particulars, address *‘ E. H. W.,”’ P.O. Box 1592, Philadelphia, Pa 








FrOR SALE—Water Power, Mill Buildings, etc., in New Jersey; fifty- 
miles from New York, on two railroads; for sale, cheap. 35 Nas- 
sau Street. New York, Room 1104. 





EW, well selected stock of Ha‘dware, builders’ supplies, stoves, 

paints, etc. Trade well established. Located in a first-class town 

of 3000 inhabitants. Cousidered the neatest store in Central Ohio. 

Splendid farming country surrounding. Will be sold to dissolve part- 

nership. Address X. Y. Z., care HARDWARE, No. 143 Chambers 
Street, New York. 





A NICE, clean stock of Hardware in one of the most prosperous 

county seats in Ohio. An established and profitable business. 
Good reason for selling. Address, immediately, ‘‘ WARWICK,” care 
HARDWARE, No. 143 Chambers Street, New York. 








HARDWARE store twenty miles from New York; doing good busi- 

ness. Rare chance fora live man. Owner will give satisfactory 
reasons for disposing of same. Price, $3500. Address H. H. G., P.O. 
Box 2383, New York City. 








Attention! Hardware Travelers! 





HARDWARE and other traveling salesmen who wish to increase their 

incomes, will be placed in a position to do so by sending their name 
and address to the HARDWARE Publishing Co., No. 143 Chambers Street 
New York. 








Agency Wanted. 





WANTED agents to handle a patented, labor saving device of univer- 

sal sale; investigation solicited by men who desire quick returns 
from a legitimate, profitable business. Address (C) Burr Mpc. Co., 
Cleveland, O., 823 Society for Savings. 








ESTERN AGENCY WANTED, Hardware steel, or kindred pro- 
ducts by young man of executive ability and wide experience. 
Bond, if reqnired. Manager for one concern for nine years. Refer to 
Chicago office of this journal Address V. L., care HARDWARE, No. 
1142 Monadnock Block, Chicago. 





Hardware Specialty Agency Wanted. 





RELIABLE house on the Pacific Coast wants exclusive agency for 

Hardware and specialties on commission basis. A first-class chance 

for those who wish to extend their Coast connections. Address A. R. D., 
care HARDWARE, No. 143 Chambers Street, New York city. 


— — eeEeEeEeEeEeEeEeE—EeEE—E————E —— —__—_— 











Wanted to Purchase. 





WANTED to purchase a retail Hardware, house-furnishing, lumber, 

building material or coal business in a live, growing town, having 
a good location, doing a good business. State full particulars and price. 
Joun R, Swartz, Hughesville, Pa. 
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WRITE FOR QUOTATIONS 


BRASS GOODS MANEG CO, 


84 Third Street, SROSELEM. N.Y. 


= =| Lock MAKERS’ 
FURNITURE 


METAL GOODS MITT te. 222 : i AND House 
IN BRONZE, TT TEE EE Ss: 2 TRIMMINGS. 
itt — 


IMPROVED 
” es CABINET LOCKS 
— AND BOLTs. 


“ONIHSGHO 3404438 SI0ldd UNO 139 





























| Tre Matchless Double Acting 


BALL BEARINC. 


. For Vestibule, Butler’s Pantry and 
Outside Doors, they cannot be 
| excelied. 


LAWSON MFG. CO., 











FLOOR SPRING HINGE. 


| MILWAUKEE, WIS. ™@ ™ CHICAGO, ILL. 









Pe LL BEARING 
HANGER 
STOWELL MFG&FDY.CO is ahead of al 
= others, and so 
€ isour...,. 
50. MILWAUKEE, wis. 
TZ Nansen 
ea Roll- 
— 
Bearing 
Hanger. 


& FDRY. CO., 





So. Milwaukee, Wi 


No. 3 per doz, pairs, 
$12.00. 

No, 4. per doz, pairs, 
15.00. 


No. 5, per doz. pairs, 
$18.00. 


STOWELL MFG. 


1S, 











: } What’s 


the Good of 


Waiting 


If You Need Tin, Gutter, Pipe 
Hangers, Zinc, Solder, &c.? 


9 
It’s Here. 
Every Thing in 
.«linners’ and Roofers’ Suppl es. 


L. D. BERCER’S, 





> i a as 


59 N. 2nd St., PHILAD’A, PA. 


a SS eS SS 4 _ 4 4444S 44S SS 


Vwws 
















Every Stone 




















Warranted. 


‘TRADE MARK.) 











“SHARP AND QUICK,” Money Refunded 





if Not Satisfactory. 





seeeeeL ORRESPONDENCE AND TRIAL ORDERS SOLICITED FROM THE TRADE...... 


WRITE FOR DESCRIPTIVE CIRCULAR A*D PRICES. 





E NORTON _—" WHEEL CO., Worcester, Mass. 


eee ee ee ee eeSeSs SS SaSeSesesesesesssssesesssueees 


7 


7 
J 








a. 4 
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Lae hea eleecle e| 
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PRICES CURRENT. 


The prices noted in this Prices Current are intended for the Hardware 
trade only, and for such quantities as are usually purchased by retail dealers. 
They are carefally revised and represent quotations at which purchases can be 
made. Very small quantities, and broken packages, frequently make higher 


prices necessary. 


Subscribers are requested to notify us of any discrepancies, as we desire to 
make this department of our paper worthy of their constant attention. 
The list prices, from which discounts are given, will always be furnished 


the dealer upon request, by the manufacturer quoted. 





Adzes — 


use Carpenters.......+. 
Ho Carpenters, eeeeeseeee taoaizigs 


Toa ee eveeeseeeeeeseeee 


Ammunition— 


OAPS, PEROUSSION— = 
U. M. C. Co. and Hicks, t 

eevee eee a itees ast 9 
U.M.C. Co. and Hicks 
eereeeees wt @ 50c 
F. L., Waterproof, epee 85 @ 87¢c 
Musket, Waterproof, 1-10’s. 7 @ oD 

CARTRIDGES— 

Rim Fire Cartridges........ 50&5&2s% 
Rim Fire Military.. eeeeeeeveee8@ . 1b 28 
Cent. Fire, Pistol and —_ 255k 2% 
Cent. Fire, Military and mone 


Blank oer except 22 and 32 
cal., ad nal 108 on above dis- 


—— 
Blank ae ey ee ge 1. fa 
Blank Cartridges s0-008 50 2% 
Primed Shells ces, Bul’ts. ..15&5&28 
B. B. Caps, Round Ball.. ‘3 12@1.18 
B.B. ca ‘Con. Ball, Swed. 0002 Ge90 


ERS— 
Ag ~ moa sapstenseeaee 
B. 1. Cape (for yee Shells) 








00.. 2% 
other Primers........$1.00@$1.10 
First qualit 4, 8,10 and 12 
u 9 By 9, an auge 
inns — 14, 16 and 2 ga 
qu Y; an uge 
50 10&2% 


Black Club, Nitro Club, Rival and 
Climax brands, 10 and 12 gau e, 


28 
Brass Shot Shells, Ist de ree — 
— Shot Shells, Club, Rival and bes 


ax,, eeeeeeeeeeeeoeeeeeeees 


SHELLS, ee, 
“New Club,” Black Pow 
40& BORE the 108 10g 
“Black ermal Black Powder. 
4° & 1042 @10&10&5% 
“Smokeless”? Nitro Powder 


408108 108108 
“Acme,” Dense Nitro Powder.. 

40 &10&10&104 
“Trap,”’ Nitro Powder...40 & 


0&10% 
GUN WADS—® 1000— 
Be. i up.60c..B.E., 9&10.. gy 
B.E.,8.....80c.. oe 
BE. lap 10 P.E., 9610. F138 : 
P.E., 8 1.50, P.E., 7. eevee l-BO 
sHoT— 


Dre Phot, sizes smaller than B, 
bags ® 


Drop Shots pf an larger sizes, + 2 
Drop Shot Band larger sizes, 6 
Buek Shot, 26. ‘bags, ® bag... .$1.40 
Buck Shot, 5- Ib onan, bag t 
Chilled 8 Shot, 25- bags, # Pine. L 40 
Chilled Shot, 5- tb begs, — 
Dust Shot, 25- bags 
Dust Shot, 5- Ib ane a bac! veees$ .50 
POWDER— 
Laflin & Rand Powder Co.: 
CANISTER POWDER— 
Orange Lightning, 
Nos, 1,2, 3. 4, 5, 6, 1, in canis- 
ters of 1b eac 
Orange Ducking 
Nos. 1, 2, 3, 4 ria in canisters 
2: Y (Rear ene 
Orange Rifle °° r 
7 Lae iy: in canisters of 


So 


ee 


SSR: 


in ‘each. 
KEG POWDER— 
Orange Ducking. 


Nos. 1, 2 1 in kegs of 
25m e bat betihice nie ne oathoce 8 
.1.2,3,4 5, in 46 kegs of 


i fas a, Bese M4 kegs 0 4.25 
Os. g 
in os n 4 ke s of 

ge. ex 
Nes. land 2,in kegs of 26 


WRsssssasinnnaremennd yy 


Nos, 1 and & in 4 kegs of 
Nos. 1 and 2, ‘in BY kegs, « of. 
644 e ach eeeoeeeeeeeees eseee 1.£0 
Orange Rifle “Extra,” 
F, as Fre, in segs of 25 
2 ‘FF. ee in & Kegs of 


Meal a 
In ke tit 251D each.....ee0.. 400 
‘for 1000 B® lots 10% discount. ; 
Shippin g Powde 
UG. CF, FF. FFF, FFFF, 
FFFFF, FFFFFFE. in kegs 





of 25b cote eee ih es eatin 2.25 
Blasting ena oA 
F, FFF, FFFF, 
VERER PrrEEr, in keg 
Or te I eetendnnennnnar 2.25 


Blasting and gut —_ 
CO, O, F, FF, FFF, FPFR, 


in kegs of 25% each........ 1.50 
Fourth of July Powder, 
In kegs of 25 each......... 2.25 
Laflin & Rand Smokeless, 
10-Can iiss nc eennens eeeee 9.00 
Sing!e Canisters.......... 1.00 


Discounts on application. “* 
CANISTER POWDER— 
as I. Du Pont De Nemours & Co.: 


Baxle _—_ Shooting, Nos. 1, 
ones © , in canisters of 1 b 


Eagle Duck ‘Shooting, ‘Nos. 1, 
pln 3, ters of 4 b 


E — Rifle and Saperane 
Sporting, in canisters of 1 b - 

Du Pont. jifte, Fg, rhs ‘and — 
FFFg, in canisters 


eac 
Du Pont Rifle, "Fe, Fig and 
FF¥g, in caniste 
i ostcntaabensncbaddnamenns 15 
Du Pont Rifle, Fg, FFg and 
Fg, in canisters of 4 Bb 


eeeeeeeeeeeeeeeeeeeeeeeees 12 


KEG POWDER— 


~~ Duck ees Nos. 1 
2 and 3, 

“—— Duck Setting. Nos. 1, 
2 and 3, in Kegs, : 

~~ Duck Shootin _ OB. 1, 


Du a Pont Rifle, sr g iti, 
“Sea Shooting” FG, 


Ke 
Du 2 t Rifle, FFF, FFg 
ane ooting ”’ 


n Kegs, 5K ® tien ait ai 
De a Pont, R Rifle ‘FFF eg, FF g, 
Shooting” Fg, 
and Ae eeeeeeeeeees 1.25 
“Vv. G. P.’ “for Trap Shooting, 
in K . b.. eeeeee . 
as bf 2 .” for Trap Shooting, | 


gs, eeeeesre *eee8 

Choke Bore, "Nos. 5 and 7, in 
Kegs, eeeeseees seee 2.75 

= Bore, Nos. 6 and 4 in 
sity i Powis in Keg s 4.00 

ng Powder 

FPF an FFFFF, i in "Kegs, 
Mining’ om ad Blasting Powder, ; 
ices tg % F FFFF 

eeeseeeoeeae . 2 

w * mynd Blastin Powder, 
oe FFF, F FEF, 


Du Pont. f Sporting B Powder, for 


' Jots 1 iscount: 


at Pont on Powder: 


 Bowd 2 bulk, to 25b 
Back ow Pecscces eereeee $ 
eT bulk to 


TY Di lack Powder....... 11.26 
Quarter Kegs — in bulk 


eeeeeeees 


Discounts on ‘application. 


HARD GRAIN SMOKELESS— 
TARGETS AND TRAPS, INANIMATE— 











Cleveland Target wl 
Blue Rocks ® 1000.. . - $5.50 
Expert Traps, each...... eeeee + $5.50 
Extension Traps, each....... 00 


Animal Pokes— 
R. W. Montross, Galien, | pag 


Camp’s Success,.......8 d 80 

Galien mo ig ners acne ion. 3.75 

Hartman’s Pivot...... +B doz. $4.75 
Iowa Farming Too! 6 

Hawkeye, .sees vees 9 don. 25 


Western...... # doz. 33.75 


Anti-_Rattlers— 


Fernald, bak ..8 doz. pairs. .75 
Burton's, No. 2....8% doz. pairs, .75 
Burton’s, with bolt holder, No. 


Bee coveceseet? GOZ. pairs.$1.00 
Kohler’ 8: 
Invisible, No. 3......6. ® gro. $6.00 
Perfect, No. 2 ..sccceee gro. $7.09 
Bolt Holder, , Se # com, $9.00 
Anvils— 
American “ Horse-Shoe”.,. aie c 
Armitage’s Mouse Hole.. ore 


Kagle Anvils, D do. ++ 1B@ISOK 
Wa tedden, rough C 
i. Wie eeeee ein tc 
amson, eeeeseeeeeeeee ebend ania 

TYONtON,..esseeess 


ANVIL AND VISE COMBINED— 


Cheney A Anvil and =m 
Oo eesese eeeeee 
Millers Falls (with drill) $18.00, .20% 





SR) bel 
Var 


Augers and Bits— 
Boring Machine. .....0..+.75&10@Q808 
Cincinnati Tool Co.: 
Brace twist drills for motes. 
Brace twist drills for vest. 


Screw and plug...--..-+. 108108 


Cleveland ood Bits for Brace, 

Biwe® Bc Oe Uibccccccccecsees 
Common Auger Bits.. - Sano 
Cook’s Circular Lip.....sssseoees 
Cook’s N. H. Co sper Ga. aii “805 
Forstner Pat. B ebhbneseoeentes 25% 
C. E. Jennin 





gs & Co.: 
Double Spur pattern car, No. 30.60% 
Nobles Double Spur, No. 32.70&10% 
No. 19 Extension Lip......sssee. 
No. K Extension Lip pattern car 


° Ss° 


bit... @eeeeeeeeeeeeete 
Pat. Car Bits, ai, .» 408 
Pat. Car Bits No. 30.......ssee0 608 
Ring Augers.. eseovseceencsssOumams 
Pugh Rc cacaete eeeeeeeseses 20% 
Snell’s Bits.......+s0: 60&10&10@708 


Russell J ennings’ Augers and one en ‘ 
HOLLOW AUGERS— 
Bonney’s Adjustable, No. 4, $24.00, 


Cincinnati Adjustable........ 254108 
Cincinnati Standard..........25&10% 
~~ pgmulbhebn eseeeeeer 10% 


Miers ails, Gooden. vo 108 
niversal, pach $4.50.........0085 

BXPANSIVE BITS— 

CO. E. Jennings & Co......:. eeeee Bsa S| 

CIE cncanssasecoeee: 10&10% 

Clark’s small, $18.00....... 50a& 1! @608 

Clarks’ Large, $26.00..... .5°& 1 0@604 

Ives’ Model,® doz. $60.. . 50@50& 108 

Swan’s..... eeeene eseeeeeeseene 40@A0V& 108 
GIMLET See 

Diamond # doz. $1.25.........+. 


Double Cut, ~ ake Ee 8. ‘bait * 
Double Cut, Common, # gro. oar a 


@$3.25 
Double Cut, es empNE: 
Double Cut, Lad pe oeunescedaned 
C. E. Jenning & Co. 
Double Cut..... Nie nideensndniael FOs 
GPM .ccccccece eusbéoeces oeeee DUS 


BIT STOCK DRILLS— 
Cincinnati Tool Co., for we 


Cleveland Wood Bits for Brace 


Detroit... ccc Kednes sdvetssaaes: 6°@7048 
>) ee anieaenees 60 &10&10&54 
Syracuse, for Wood ........eseeees: 


wood 
W. & B. elles 604 1( @60&10&108 
TWIST DRILLS— 


eer eteonenanaie 60& 10@70s 
, err oe 6 0&1. &S5@VaAS 
K. & F. Straight Shank. .60&1' S108 
Morse Twist Drills........ 60&1 
By) eae 80d 10Gb 7% 
DT sednneseoeseeesess Boe 
Syracuse.......... 60&10@7''s 
Ww. ‘% B. B Di amond...... &5@QE0& 10% 


W. & B. Gonvecend Selt-Olling.. 10% 


SHIP AUGERS AND BITS— 


L’Hommedieu’s.. ..15&10@15&10 258 
Snel)’s. eeeseeee seeeeeeeeees 10@40s 
Watrous’ eeece cceceteacesoedaseeseeee . 


Awls— 


Handled ~~ BW gr...... 50 $4.00 
H’ld Scratc h ® gr....... 3. 
| an FORD Bhccccccaseecousin 





Se , Com... cece gro. 1.00 
oul e P R® gr... eeeeeee S$ 1.45 
Shouldered Brad. 1.65 


Brad .ccece cecee eof &108 
Patent Pegging..... see++++-D0&10% 


Awl and Tool mo 


“No. 10 ¥ do B10 50; No. 20, 
No OZ. 
10... 


r 
ml 42, $0, .50; 43, $12.50... 70&10&54 
SA j Tool H , Nos. 1, $12; 

a gi 45 $12; 4, $9; 5, BT ao oe o0n DOE 
ce 


Millers Falls a Tool Holders. 


Nos. 1, $12; 2, $12; 4, $12; 30, 
C. E. Jennin BOO A ae 


e8 Handle, No. 10, 
BE 96.00: 75, $9.00; oF e100 
do zen net. 
ot ¢ s Excelsior, No. 1, $7. 
2, $4.00; No. 3, $5.5v..... 4021 % 


pores 
First quam. best brands. “Hoot 7 


First qualit ste ae = 
“ov ial all 50c @ doz. 
AXES, leiaiee 


Peck’s: 
Champion Blade...per | $12.00 
Tene sos: oes DOr y rg ghe-00 
Firemans’..........per doz., 
HATOHETS— 
Collins eeeeeene eeeeeeeeeee er 
Findlay Axe & Tool Co. . .50@50& 106 
Hunt’s, Underhill’s or Blood’s... 
50@50& 108 


Peck’s: 
Champion Blade......ccceesss++40% 
Empire Brand.......++++++++00&10% 
Fayette R. Plumb: 
road, New List. sessccene Sana 
Lathin 


a eeeteeeseeeeeeeeeeeeenee 


Shingling. eeeeeeseeeeeeeeeeeeeeses 
Warehouse. ..ccs cccccecces me 
Vulcan Tool Co *e*®eeee eeeeeeeeeeeeee 
Balances— 
Chat llon’s: 
No. 2000 20 30 
R doz. 75c 85c $1.65 net 
Circular Balances.....sssssssess 
Straight Balances...... 
Circular S ring Balances. 50&10@60% 
Common &#b., Se cecth Gen, Gina. 
Ice eeeeee 2 nn nan nen ee 
Straight Spring balances .50&10@60s 


Barrel Drainers— 
ee ee 
Beef Shavers— 


Enterprise: 
Japanned, each, $6.50.......+++.208 
Tinned, éach, ieee 


Bells— 


HAND— 
Extra Heavy Brass.....+++..+-65&108 
Lig ht Brass eee eeeeseeoeeeeaeeaee 70410 
Globe (Cone’s Patent).......+.+++-40% 
Se? Gn. go odcdaneeoesosoones 
White c_ ae Os 


DOOR— 
Gram, Camas. 000+0000++sescsga tae 
ng, Cy peereneenee 

Gong, Barton’s, ....++++++.40d) 
Gong, Yankee * @eee0880888 

Lever, R. & E. Mfg. Co. ‘abeondeive 
Multi- PM ccccocece coodéeceoesas 
New Departure.....ssceee sees 


cow— 
Common Wrought...........--O0&108 
Dodge,Genuine Kentucky 70@70&10s 
Kentucky, Sargent’s List.........75% 
Texas Star...... eanesetnsed 10% 
Western, Sargent’s Ms écccccecocte 


Bellows— 
Blacksmith’ Becsccesess eeeee Be ert 
Ha na.. eeee veece nese B0&BQ50G 10&5*¢ 
Moulders.....ss++++-50&5@50& 10855 


Belting, Rubber— 
Boston Belting Co.; 
2 POMONA Ws 3g “co sonceccecs MRE 
“ Imperial,” seamless, 
40&5% 


1 d Rubber Co.: 

ag hy : eee OO 
Shield | gh Grade cevseeees OOG108 
War. 2X PPPTTTTIT TTT TTT tt 
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pe 8 doz. De $0.00. BOLO 


N rth’s. ntti, @eeeeeeeeeeeeeeeeee 108 
Zimmerman’s.. ...560&10@50&10&10% 


Blind Fastenings and ote 


Austin & Eddy ® - SOUS. .... 
Gorhans Improy Star ng 


ron Lever @ en, gon 
en Iron Lever # gr. 00 


set $1.00. ee oe 
pene Sew ty 8 BT iecccccsece 06 
Van Sand’ 


eeeeeseeeeeeeeeeee Ox 
Washburn’s Plate 8 


Zimmerman’s...... 


Blocks— 


Cleveland Block Co. Steel. —— 
Com. Jap’d Sheaves. ..70&10@70& 





Lan 
Tenior, Self Sustaining.........a0* 
Pat. Auto Dt csancoossoousedd 0 
ae ee ae 
ron Strap oc 
10&5@70& 10% 





Bolts— 
DOOR AND SHUTTER— 


Cast Iron Barrel, Square, &c. .60& 
10&5@708 
Cast Iron Chain.....-..-- él 60% 
Cast Iron Shutter Bolts.69&10% J - 
Ives’ Patent Door Bolts......... 6624% 
] —- cecccceees s0G0 LUQ@SUS 
Wad Squ : 5@75& 10% 

Wrought Shutter, Standard list.. 

608 10&5@70% 
Wrought Shutter, ————- oe ios 

Wr't Sunk Flush, Sargent’s list. 
50&10@50&10&524 

Wr't Sunk Flush, Stanley’s list 

10@50 





&1( O85 
Wr't B. K. Flush, Com’ ae "sg 
eeeeeeeeeeeee ene 60& l0@60&1 5s 
-: —entemmemen 
Bolt Ends..ssvses.s+-- eeeee 


O.e. eerveeseeteeeeeeeeesr 


, 80@80&5% 
Carriage, Com . . 15& 10@808 
Norway been. list ‘Oct, 84. Presse 

Phila. Eagle, list me ” 85&10@ 85a 15% 
R. B. &W +, $2.40 ~ 


American Screw Co.: 
Bay State, Plain list Feb. 26, bo 
Bay State Fluted.. eseeeeeaeae ysecoenan 
le P list Feb. 26 . 85% 
Norway, P Phila | _ eb” bo *96. 808 
Common, list Feb. 28, °83. .75@75& 108 
R. B. & W., list Oct. bie, BA ios 
STOVE AND PLOW— 
ee eeseseeeeeeeeee* -70@70& 10% 
R. B. & W., PloW. 1000 cccccees--+s65% 
ST + aiccnansnnnnamadiinionn cin 
MISCELLANEOUS— 
EE eee 75&10¢ 
Sleigh Shoe....c:sscccccccccccceees80% 


Bone Mills— 
CC 

Borers, Tap— 
Common and Rin 20&10@35% 
Enterprise, No. 1, $1.25; 2, $1.65; 

3, $2.50 each 

a pessosecesnseeel 

Boring Machines— 

Without Augers. 


h “neue > 
Dougan... BEB " 


Je *eeeoeeee 2.50 ea 

Millers 7.50 15&104 

Snell's. Rice’s Pat.2.50 $2.75 
Bow Pins— 


ey yee 





Reading, endaee Teoet BDe concssescceccsesctee 
Bright Wire Goods— 


Standard List. sccccseccces DR IVR LOS 


Ball Rings— 


Humason, Beckley & Co.’s.80@80&10% 
Peck,Stow & Wilcox Co. be rer 
8. eeeeeeeveee trveees 


mt’ 
Seymour Smith & Sons... ae 


Butcher’s Cleavers— 


Beatty's. | ie smart cane eeeeee A0&5Q@A0& 108 
Bradley’ ION 
Senien’s Yunis... eocccccccoccccomey 
roster Bros. Flat Hds. 
Foster Bros. Round > peer 

Lancaster Mach. & Knife Works. 40% 
L. & & I. J. Whi eeseeeeaeeceeeeeee eee 

New Haven Edge Tool Co.’s......40% 
P. SB. Be Woe eco cc00:ddh&5QI3}4& 108 





Bung Hole Borers— 


ee 
One. Jennings & Oo. : 


eeeeeeeeeereseeeseeeseeeeeeseeee 


No. eeeeeveeeeeseeeeeeeeeeeeese 
Butter and Cheese Triers— 
Ordinary Black Handle,.........20% 


Butt and Rabbet Gauges— 
Stanley’s...ee. ee 


BRASS— 
Cast Brass, Fast Joint... .40&10@°0* 
Cast Brass, Ice House .40% 
Cast Brass, Loose ~~ oint.. 408 10@50% 
Wrought is eoas, List Sept. 96. ~~ & 
CAST IRON— 
Loose Joint. eeeeeete .- Tb&E@ISS 10& 52 


Loose Joint, Japanned., .75&5@7id& 
&10&5% 

Loose Joint, Jap. — Acorns, 
5&E@DS&INK 58 
Loose Pin... +++. — BAO ea lOc es 
Mayer's Hinges . ovees DH @I5&10&5% 
Partinusent Butts. ..75&5@76d&10&54 

Sargent’s: 

Fast Joint, Broad....... 60@60& 10% 
Fast Joint, Nar’ w.d0@1l0@60&1 &5% 


Sit aoe oo 


see a Tneide Bh Blind Butts. ren 





&10& 5% 
Bronzed, Narrow.. See 
Fast J oint, DT scencheceseses } 
Fast Joint, Light Narrrow.. (18 
Fast J oint, B Poebcosesdsencecoes 
oint.... @eeeeeses eeeeees td 


Loose Pin © 
Table Butts, Back Flaps, etc....jJ 2 


Oan Openers— 


eT gTOSS $1. 75@$1.90 
seecnccocesoe gro. $1 — 







tee 
orged Steel : 
doz. $4.C0@$4.59 


Sprague, No. 1, No. 2, $2.25; 
No. seeeeeeeeee veveeesT0&108 


Universal, 2 doz. $3.00......... 55&5% 


Oards— 


Cotton em areseeseseseeessecenes sad Qa" 
Horse and 


DEbsccveccccccecsscsoccces. ee 





®reeetceseseeeece 


Oarpet Stretchers— 
Bullard’s ee eses seereeesddgs 
Cast nok Steel Points, 's doz.756@suc 
Cast Steel, Polished... * doz. $2. 26 
] ERNE Se pERinciteTRpt ti 
RP RRR RE aime ae *eeeer - 
SOCKEL..cccccccccsccscerses doz. $1.75 














8.00 

- Criterion, ” © doz. net.a... $16.00 
** Popu'ar,’’ @ doz net....... 12.01 
* Sovereign,’ Jap. # doz. net.%17.00 
** Sovereign,”’ Nic. # doz. net 319.10 
Goshen Sweeper Co: New Prices 


Per Dr z. 
Goshen’s Jumior.....cesseeees 9 00 
Rs cintncnt ened seenes vee + 912.00 
Ladies’ F.iend No. wee oe $ 6.00 
Ladies’ Friend No. 2......... Re i 00 
CREE Rccccccesescsecs eee $17.00 
Our Leader. cneneedne Ceeeneese _— 


U 








00 
00 
00 





Cam-Aotion, 
ineeénceisseeseseeoananes $24 00 
Cam-Acticn, Nic. . $24.00 
Majestic, Cam-Action, Nic. . $24.00 
Our Own, Cam-Action, Nic.. -4 00 
Imperial, *Cam-Ac' ion, es 
Model, Cam- Action, Nic.. 
Grand Republic, Broom Ac- 
i SE ee 
oe Broom - Action, 
Nic. ee seeeeeeeeeeeeeeeeeeen $72 00 





Casters— 


ae *®eereeoeeceeeeeeeee . 6624@708 
Bracket Bed., ; €0@6. &ls 
D 4 tot 


% 
“= & in 


s boone Os 

es tl Truck Casters.....50&10% 

Store Truck. eseeeeeeeeeeeee eee ** 08 

Swivel Truck....ccccccsccces 

Tucker's Patent, low list. "soba 
Cattle Leaders— 

Humason, Beckley & Co.'s 70&10@ 


0& 10& 108 
Peck, Stow & W. Co.. 
Sargen 





MES. 6+. «000 +.70810@70H10&1 
ot TIES— 
- 608108 


—-* fs Mowue and Cattle: ° $ 
Si csssenasniieciaeseciinineemaie 


Ses ceoeeeeeeeeee 6888 8O80 


Triumph.......... aituteisieiamnnal 
Chain — 
Ane Coil, Ass’n a rices. 


16% 5-1 7- 
$5.50 410 3.10 £5 2.70 2.50 2.45 95 
tidgeport Chain Co.: 


. 


Triumph, Coil........se00000s00&D% 
Trinmph, Halte MEpansaoseones 60&5% 


Breast eeeeeeesee. oe sO 20% 
pe ey Chain. vovceces OOK 
Rein Chain. eeeeeseeeee vce ntaen 


Covert’s Halter Chains.. 
Covert’s Heel Chains.. ‘ 2% 
Galvanized Pump Chain, with 
| RIN: 5 Cc 
rman Ooil............60&10&5@7 
rman Halter Chain. 60&1VU&5Q@704 
Soak Chie. Tron....00.0+.70@70&108 
Jack Chain, Brass cocoa 
Oneida Halter Crain.. --60@60&108 
| EE RL IONE a ae 
Trace, Wagon ‘and "Fancy ‘Chains, 
PT Me tetictéesicecs T0&5@7 04105 


Chain Guards— 
Aluminum 8, & N. Co........05..508 

















$$$, 
Common Standard.75&10@75&10&5% Boxes, Mail— Carpet Sweepers— Cherry Stoners— 
ae ie seecees seseeee tod 10&5@70% ideas. 40&5< Bissell Carpet Sweeper Co: Enterprise....seseesessess-s, » Big 
N. J. Car Spring & Rubber Co. : PUSSaGeS. CHCeSesererYs™ Crystal... sees | > ee . 8 doz. $36.00 Family, cocccecccscce ROL BP doz. $4.09 
‘~~ eee Gold Meaal.... a doz. $24.06 
— cavensececceceee ces DXMLOE Braces— Fs UT aa ‘= — F.00 Chisels— 
eeeeseeeeeeesseeeseees Barber’ eae ee cee  H0&10Q60&108 ° mee ° e SOCKET FRAMING AND 
Stan sevens ceveeseveeseTOMLODTOS Barber's "Ratchet. ...0+...-00@60&10% eeeneesnens pe oS oe 00 Buck Bros...ssscsees wert 
— Common Ball American.$1.1(@$1.20 Premier... Of" B doz. $24.00 Charles Budi eae a 
andi oy r@lbé&10s , all aes anal 60&5s nega at e yp ty yous seseenoneceseoeeee a 
Mors iLO No. 1, $10.00: per doze; No. Barber Ratchet, 2.0... @b04 108 Crown Jewel, ‘japan ‘finish, -Bdoz Tool Co.. Ceeeeeeeeeeecs anal as 
eeeeeeeeoeeeeeeee ees eeeeete eeeeee = 
Seymour Smith & Sons..8 B doz. $6, New Haven Ratchet. 00& es Fienis ro” Brauector, 00 Sag Harbor Tool ides, oeseuell fF 
Terrell’s No. land2, $3; No. . $3.00 SpOtord ness ¢-13311+0086@80810% i 8 doz. $22.00 Witherby. eer 
OD. cecccsesccccccssesesecseces N 108@ 11436 vo 60& 108 Sosuiane ‘Protecto G. E. Jeni & Co. No 70.. dea 
Millers F: eeeeseerscosseserses 10% No. 208 854@214 cael se Nickel... cose a = Ses. Oe +3 aie ee Co... -T5& 5s 
Lancaster Mach & Knife Works.4ux {Standard A," J ® dos , OF vovsse coves MEI 
Bicycle Tires— Peck’s (P. 8. & W. Oo.)  60@ 606105 Standard A, Nick.. doz. 32.0 TANGED AND MISOELLANEOUS— 
Wf Beoccccccccccosees pair, $6.50 Gen. Spofford's.......c+-.+.50810d¢5% Lote of 6 dozen $1.00 per doz. tk asses sercseeccecccce cece cBOD 
Sens dant ananale palr, $00 Ba ~ LINE— d 00 —— Messe seeeebeneence eee staal 
Brackets— Ceoesseeeeeeseerese 8 oz. $2. Butchers’. ecescece weese$4.75O$5 .00 to £ 
Childs. er eeesereeseees . 8 doz. $2.50 Cold Chisels, good q uality, b 
Bit Holders— Door Screen.....sseeceeeeeeeee TSI Little Daisy...........% doz. $1.50 Leite 
40&5% Moore’s.. eeeeeeeeereseseseseees . 708 58 Little Jewel... veseeeee® COZ. 6.00 C. E. Jenni & Oia vces eeeeees ons 
extension eeee eeeeecesseseeeeeeees Shelf, Bradle 5 Patent... - .80& 104 Little Queen, sasaki ma doz, 3.50 Je riffin Mfg - Co. Tanged 
Marber’s, 8 doz. SUE as ae one oe InP  list..76@,75610% Quantity rebates =coossle ne, EAS 9g, lhisels and Gouges.........el 
9 ' 10@60& 0&5 28. ancy, Sargen 8 ° pear ac. ibéecesces ee to 2 
Ives’$ doz. $20.00.60& . Window Soree steam nds Ode ; “PRIOR BEARING a og Tanged Firmers’..........40&10@50s 
ow Screen eeveee *“*Impruved Victor,” oz. net 
Blind Adjusters— eeeeeeeesesseesseess Py fl} ‘ R Chucks— 


Beach + haan eeeseeseene 
$8.00 2s 


oe See ®@eeeeeeeece 
Skinner's Pat. Dril! Chucks. ee 
Skinner’s Ind’t Lathe Chucks,,, .4(s 
Skinner’s Pat. Comb. Chuck...,,.40s 
Union Mfg. 

aiaiiion ..... eeeeser TTT | 
FEES. onccsovrsce sees. oon AOS 








1 eeeeeeeseees >. 2.9 *eeeee 4s 
Victor, Nol, $8.50: No. 2 , $12.50, 254 
OClamps— 
Adjustable, Cincinnati, ...15&10@ 
nevenex ~ 
Adjustable, Hammers............20% 
Adjustable, Stearns’..... 10 


6 
Cabinet Makers, Sargent’s...45&10 


Carpenters’, Cincinnati.,.. stn 
Carriage Makers’, Sa .. . s0ats 
Carriage Makers’ P.S. & W. Co.. 


404108 
R. I. Tool Co.’s Wrought Iron,,, 26 
Smith’s: 
Is iin eae cane oaneskaae 
Ss plicing.. eseseeeeeeeeeeeee eee seeeedh 
Splicing , Peer eeeee 
WONT We ccccceesees 10@A0& 105s 


Cleaners, Sidewalk— 
Challenge Shank........# doz. $3.25 
eee doz. 3.50 
Star Socket. .cescsscesees  AOZ $d75 


Clippers— 
HORSE— 
Chicago Flexible Shaft Co.'s: 
Chicago Belt Clipping Machine, 
Each $15.00. .15% 
sag bes — Each An 75. 158 


Shier Flexible Shaft Co.'s: 
Ha nd eeseeeecees seen doz. $7.20 net 
Mascott. paceeenniae amg $8.40 net 


a doz. $9.00 net 
Stewart Pat.......% doz $10.00 net 
Clips— 

Norway Secccesesecees 


70@70&108 
Server Spring Bar Clips.70@70&10s 
Superior Axle Clips. ......70d&10@70# 


Coffee Mills— 


Box and Side.......60&16@60&10&58 

Enterprise Mfg. eeeee 

prey & Strobridge Co... net prices 

National Specialty Mfg. Co..... 

Wadael in Mow B08 i 
ell’s New x 

Brand, New List........60@60&10s 


Compasses, Dividers, &c.— 
Athol Calipers and Dividers.....40 
Bemis & Call Uo.’s: 

TNPASSOB...cccccccccesesees DUG 

aviv OPB.ccccsccese coe ge es seeeea 
mpasses, Calipers, 70Q 10de108 
Stevens’s ** Teal”... «0.04000 +-2bdslle 
Stevens’s * Leader”, ......s0000000008 





“ispring Fay’s Patent 
ipers and Div. .26d10s 
Wileht's @ TATUNG. o 0.000000 L08 


Coopers’ Tools— - 
Bradle » PITTTTTTTTTTTTT TT Tis 

] acon tater + 0 DO 20G4 
pay 

Sandusky Tool Go... ,25si0qg0sll 
Shaves, cinna ‘00 a ieails 





Corkscrews— 
Detroit Cork-Screw Co. eseoses aes 
Howe Bros. & Hulbert......+++++* 
Humason & Beckley Mfg Oo, 40d 


SAMBON .....cececeesesee® aon $108 
Williamson Dcciatmanaesscua 





Boil wz 


rekb se $5 Eo 


rin 


= 
= 


0, 


2: 
SF 
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"ee 


BE 


BEE 





May 10, 1898 


HARDWARE 


55 





—_ ~~ ~—h 
Corn Hooks — 


inger Cut-Easy, @ doz. 
ee $3.00 net 


Oorn Knives and Outters— 


B ccccccccccccccccccccesccsc due 


Bremer Tihs. cc eecceccsss SO@SbSG104 


QGounter Sinks— 


ustable pagesesovocccesecoeececene 
Goan Bits. ee 
shepa on’s Diamond....... 


eeeee 9600ees coecococesconcoese 


on bah Patent. .vecccsssecseess 40% 

















Crayonus— 

Sargent’s List. .sessesesseveeseeesB0S 

a gro. $3.75 
merald, eee Coe eeseeere gro. 5.00 
Oriole. . coeeseccccs cosee wm STO. 5.06 
RalnDOw..ceccsesssceece STO 2.81 
Solid... cccccssecse cesse gro. 7.50 
Qurry Comps— 

Fiten’s, List Nov. 20,'96. rsoceeliaae 


Perfec 

Rubber. # doz. $7.50. ..... 10% 
Southington Cutlery Co.’s List, 
Nov. °96.. 0s 


Cycle Hangers— 
LANG'S. veccccreccccscccece 00 0dd+g&58 


Diggers— 
See Post Hole, etc. 


Dog Collars— 


Chapman Mfg. Co.’s New List: 
Chain (full assortment).........40% 
Leather (full assortment)... 508108 

Keystone Mfg. Co.: 

iw eee 
Leather M OBiccccccccecs 10% 


Medford Fancy Goods Co. mat. 6 
Union Hardware Co. ag el 


50& 108 
Door Checks— 

Bardsley’s. peeesensonseessennenenaaee 
Eclipse eee SS 10% 
Unity F. a. peeneesosecoeeseséssonedll 
Door Openers, Electric— 
Electric Door Opener, complete. $9 
Thaxter Electric Lock, list... .$25.00 


Door Springs— 


Champion (Coil). ..50&10@50&10&10s 
Foster’s Coil).. eeeeeee ctiidienesanaua 
Gem (Co . list Oc i “Wbcceceees ee- . 26% 

orton ain ounser .40@50% 
Saber. complete, RB doz. "$5. 50. hos 
Star (Coil), list Oct. by eeces 4 
Torrey’s Rod, 39 ~ doz $1. 1.25 
Victor, iMiccsstees 10@60& 10U&5% 
Warner’s ..ceecs eeeeeseeeoceee 10% 





Drawer Pulls— 
Sargent’s TdaB. coccccsccecoccccocesee 


Drawing Mnives— 
soetable Handle, ....++.20@25&108 


























—~ eS ees 
— eeseecseseeeeeeese 5@7 5& 108 

ennings & GOFTIEER . 00 0- cocccce 7585 
Merrill & Wilder......ecseses 

eereeeree eeeeeeeeee Be iidicosnaess 
Ohio Tool Co, ...0... T5&1O&E@SV&58 
PLS.& Wassseeceeee TSG UGE @80&5% 
Wenetby:. eeeeeeeeees 76 10 5@ 80& 58 
Watro eese vacveceeeses sd0&10Q@A08 


Lary “White TO. ccccevcces sco Q@25% 


Drills and Drill Stocks— 


Automatic Boring Tools. .$1. yo 
Blacksmi oy 


Breast, Barthoiomew’s No, 12, oe 
eeeee jiers Falls. each $ l “y 


Breast,’ Mil 


Millers Falls, eac 


P. &. bo Woeeacecece. than 
aaoscccecceeceee 


a Acting ames 
Cc ses 7 
: + ORS 
Seve covcces DOGC108 
Rites & 108 
1 $10,005. 


















TWIST a 
See Augers and Bits. 
Drug Mills— 
National Specialty Mfg. Co......30% 
Egg Beaters— 
Dover (Standard Co.) No. 10 8 oy 


Dover Extra Heavy (Standard 
No, waitoces ie $21.00 


Paine, Diehl & Co.’s Keystone. .3344% 
s gro. $4.256@B4.50 


pir eeeseeeereeees 


Electrical Supplies— 


J. Jones & Son: 
Alarm Clocks, Electric.....$2.00 


each, less 50% 

Annunciators, $1.50 # dropJess 50% 

Batteries, Leclanche. ..60c. gach. 
less 


Desk Pushes Electric. 
ess 
Door Springs, Electric.. - - mn 





Early Risers’ Set, 4 S. > 
h, less 
Floor Pushes, Wcsteia... .6 c, CO 


ess 
Gas Burners, Electric... .5i( A me i" 
@£8 
Gravity Batteries, $1.00 y senoees 
Hydrometers....75c. each, less 50% 
Incandescent Lamps. .40c. each, 


less 
Induction Coils, aa ma —_ 


Lead Covered Wire = 18, ie Oo. 1“ 
o. 
Magnetos, Telephone, $7. do each 


(yet) 

Push Buttons, Bronze, 20c. each, 
less 50% 

Push Buttons, Wood. .10c. cam 
less 50% 





688 
Tape, Insulating, 80c. 8 BD. less 50% 
Tube, Speaking, $21.00 # 1,000 00 ft, 


Whistles, Speakin tf nah» 
“ 2.08 d 4° Pos 


Whistles, Speaking” Tete, Per- 
celain.........75C doz, less 50% 
Wire Winders, $10.00 each, less 50% 
Window Springs, Hlectric...240. 
e88 
Yale Lock Switch, Electric $2.50 
e88 
Zincs, Sedienehe..tnal ea... less 50% 


Emery— 

No. 4 to No. 54 to Flour, CF 
sie 46 gr. 160g . FFB, 
k ie c 84c 

ieee SB se Bs 

l Beaty 10 a BKC 
10D pons 

than 10.. °si0c l0c 8 
Enameline— 

No. TOccccccecsecseces eeeee 50 
Noe  qpanennnenenenedivene: 
Escutcheons— 


Brass Thread, ...sss00000++00Q00&10% 
Wood weendedesseboeoesseoeseceeseoull 


Escutcheon Pins— 


Brass. BESB.cccccsscesececs sanneeee 0& 1048 
{ron, list January, 1890... . .6U@60&58 


Farriers Knives— 
oi —-anedl vccccccccece Se GOZ. $3.00 


we cccccccccccccceccee He GOZ. Sau! O 
se ae sratsseseeseese sf GOB. $340 


.Faucets— 


COockS, ..s00000++-00&10% 
a 
OO ares 

Cedar, bbl. lots 
50& 10% 


3ohren’s 2 ay a Ball.......25% 


tops eeeesees 
'rary’s Pat. Petrolenm ‘604100708 


John Sommer’s “ Peerless,” Tin 






] 
| Ned Cor 
a 





Key . 40% 
John "Berths Boss, ” Tin ‘Ke ay 50K 
John Sommer’s “ Victor,” Metal 

Key &10% 
John f ES es Duplex,” Metal ‘ 

e eeseeee’s eee eeeeeceeeeeeeeeeee 
J ohm Somiimér"s “Buckeye,” Metal 
nmer’s * 8 “Rochester,” } Met. 


John Somme r’s 


J ann ye ssiiSreatent’ ‘Metal 
Discs honéwar ensasaceneeasnn F0&10% 
John fe 5 “Diamon d, Lock 


4 

John Sommer’s “ Eclipse,”® Lock.. 

40&108 

* Union,” Lock. 508 
“T,X. L.,” Cork 


eeeeee eeeeeeeeeees eeeee 60% 
- Reliable,” Cork 
0&10% 
‘ommer’s ie Common, "99 Cork | 
38 OSES Cork 
:“ Giticago,* Gork 













Jobn Sommer’s “ Perfection,” 


John Sommer’s “No *" Brand. ed 
C Mi ecoeccesescocoesoesees .50&108 
Gi iicicnenebiniiiccannce ee 


SELF MEASURING— 












Ente sree © Gas. 258... ooee hOB 
louse Rd .00.. eeeeeee 

National Spee ty Mfg. Co....334s 

Files— 
DOMESTIO— 

eeeeeeeeese oo -S0&10@758 

SR eitbabskibbece * cankne 

i tiinesoadeisbbesedilndinn Sits 


eeeseeesees erate 
coveeeees UM1OQTSS 


“aparece os ec 70% 

X. F. Files.. E0@iO& 10S 

"Quality Files. . BREE 
File Works: eeeseeeeeeeeeeeeee 

eeeeeeeeeseeeeeeeeeeeeeene 70& 10% 

et ee 


IMPORTED— 
Stubs....+s.eeee0+.5tUbs’ list, 25@30% 


Filters— 


sear Water Filters: 
Al, No.2, No.3, 


$4.00 $2.50 $1.50 00" ® doz. 
Fish Hooks— 
Amer. Fish Hook Co. list.60@60&10 


Kirby & Limerick, low list (0c 
Fish Scalers— 


Covert’s Saddlery Works: 
Gr eat Ameri eeseseeeeeeee 604208 
Fitch's, eeseeeoeeceeeeeeeeeeeeeeeee .25& 108 


Fluting Scissors— 
EA cccccoccceceececececccececetocesee 


Forks— 


4 tines.70&12s 

6 tines.. .70&208 

eee tees 0&1 - 

4 tines. T0&12 

6 a TOA : 
5& 28 









** sup ishon 
4 tines.... Tear 
6 tines.......70&2U% 


Freezers, Ice Cream— 
FeMATE sc seerececcceesesoscoscesso ROS 


eeseeeee ees eoecscesecesecsseseen 
eeseeeeeseeeeseeeee . net 


ecccececoccecccocle 







eeeee sceeeeseeeseeeseeeeseeees 10% 


Machine........net 

Stand ccccccele 
ee 
ee 
Pree 
snessesocecséeceele 


Fruit, Wine and Jolly Presses. 
ee 






Fry Pans— 
Acme Fry Pans. goods 3. TBO .70& 108 
a eee 


my gree 
Prsocpececogees er 
Standard I 0 

doz. .$3.00 $3.75 $4.36 #4.7 $5.25 


O secoes eeeees 


8 
wy OZ. oo 00000 $0.00 $7.00 $8.00 $9.00 


Fuse— 
Common Hemp Fuse, 8 = met. $2.69 


Common Cotton Fuse, 000 1t.$2.99 
Single Taped Fuse.... 1000 ft.$3.50 
Double Taped Fuse...# 1000 ft.$4.70 


$ 
Triple Taped Fuse.... 9 1000 ft.$5.70 
White Gutta Percha Fase, 
# 1.00 ft.$5.20 


Gas Burners, Self-Lighting— 
doz. $2.50 
doz. 5335 
Gauges— 


ewan & ais Spat .<eccocese esate 
row eeeeeee eeeeee 
wan aerate 
a 10&10% 
ees eee a 
Chisel...cccccccscssrd&lOS 
Surface, Center 
Champion Bit @ doz 

00 net 
Stubs’ Wire and Drill.......+0+0++20% 
Wire, Morse’s. 7’ * low list... 
Ww P. 8S. & W. 


Gem. 
In lots Of 3 dOZ...sccecees 


and 


w list.... 104108 
Wire’ Wheeler, Madden & & Co.,..10% 


oa 
os te SF SID. 10000000 SUGGES 


“Diamond” Gimlets . $4.0004.25 
: St. a obos 


t, Douglass’ peed 
Double Cut, Ives’... .60&10@60& 105% 


“ Eureka” Gimlets.60&@10Q@00&10&5% 


Metal head. seeeeeeceeeeeeseseeess+DD 
Nail Gimle , 


Assorted 1, ‘2 and 3......% gr. 1.50 
Assorted 2 and Sreseseee Br. $L.70 
Fd. .+0+ee. poemsnaalenseereieet— rst 


Spike Gimlets: 





Ww eeeeeeeeeeeseeeetceeee 
Glue— 


Dodd’s Liquid Glue.......25&25&10s 
Le Pages Liquid...........20&25&10s 


Glue Pots— 


Family, Howe’s “* Eureka’ "ar e000 DOK 
aml 7, tp 3 C.’s “ Handy”’.....60* 

name eeeeeeeeeeeeeeeeeeeees \@50s 
Tinn 


Mile dnccececececesecoese eee » 4:@508 


— 
Graters— 
Champion Nutmeg......# doz. $9.00 
Edgar’s Nutmeg. .') gro. $10. 60. 106 


KMnterprise..... Seeceeoebeeseceesons 26% 
Rotary Nutmeg......... gro. "$9. CO 


Grindstone Fixtures— 


Howard I a iis enti aneins 20% 
P., 8S. & W. Co... sccceseeee DO&10&108 
Russell & RENE RE 70& 108 

Sargent’s Patent. .70&10@70&10&10s 


Gunpowder— 
See Ammunition. 


Haftsa— 
ee ccccccccccooscestl doz. $6.50 


Halters— 


Covert Mfg 5 
Covert’s Saddlery Works: 

96 List. eeeeeeeeeeene cee e aces e80&20% 
Upso n & Wooding seieeee seccccees AS 
Wright's Animal Tether..........80% 





Atha Tool ee 
Henry Cheney Hammer Co, 
| nn a ot Se sguypppmannegnaane > 
Mac hinists’. eee on. List... 404 
C. Hammond & Son. + 408 10@bOs 
Humaso aS Seaney eee DO@50G 108 
paninn » Fates ™ N oa 1, 8, 8 B38, 
c Tac Os. f 
1.6081.75 10% 





Ma a. eneanee r5QA0& 585% 
Pec , Stow & Wilcox. cove 40QAN&OS 
Fayette R. Plumb: 
Artisan’s Choice, A. E. Nail.. 
Enginsers & B. 8. ee . 50& 158 
y |» 4a ‘idea 
Other Brands.. eeneeeos 1 
aa meg New List...... 


Verree.. &) 
—— & Nobies ‘New List.. 10% 
VY HAMMERS AND SLEDGES— 
Under 3: 3 5 bb 40c 





D 36c 75@80s 
Over 5 D.....8 B Wc 
Wilkinson's Smiths....9¢c@l0c# b 


ese Hy Ropes— 


Covert me, Oe. coccaccctcocccceeas ee 
Covert’s oy erin Werks... .60420% 


5 eeeeee 


Handles— 
IRON, WROUGHT OR OAST— 
Chest Handles, Sargent’s. ae 


50&10& 108 
ome or ommend 


1 8 4 
Per doz.....$ 9) 1.00 1.08 1°38 150 
50&10@608 
Drawer ee ee 
R Han 


iinesessnsessammnal 
Roggin’s Latches.........50&10@60s 
Shelf Box Handles........secee0++00% 
ee 8 ERR 
Tub Handles...ccccecccccecess OOG@l0e 
STORE DOOR HANDLES. 
Bronzed. . with Cylinder Lock. .. 508 
ronzed... eeseeeeeceeee 10@ 6654s 
J panned, * with | ey 
Japanned, with Plate......00+++$1.i0 
Japanned, without Plate.........88¢ 


DOOR PULL— 
} ER anedéceceeceeoseee 
Doo 


r. 50410 % 
Chest and eeeeeeese 10% 
Drawer .* comaqnuenenneny 


eeeseeseseeeseses Os 


pon 
Push Plates, Sargent’s List. nee < O 


Sash Pall Panes cccccceveases 70a ie 
Sash sececeeccceece ees 008 10& 108 


es paceman sera 





po assorted pan i gr. 
Anes yee eeseeeees 
Auger, Doug lass’, Pa Apres 
I, $1.00; No. 2 $1.40 

4 Ives’, Pat. No. 1, 60d&10s 

+- Pat. @ set. No. 3. 
Bu No wan's, 128 eso Sl a 
Brad Awl. ---:- -cester Li tanther Capra | Capra 1 ato 
File, pte gay eeeeeee 
Firmer Chisel, Apple vars 


Firmer Chisel, Apple laree' a, 09 








56 


HARDWARE 


MAY ro, r8o8 





Chisel, Hicko ass’d 
Firmer l, ry oF 


gr. 
Firmer Chisel, Hickory, large 
gr. 2. BUD?. 15 
Firmer Chisel, Socket ass’d # = 
Hammer, Hatchet, Axe, sledge. . 


ea eeeeee eeeeeeeaeeeeeee 50& 26 
Hoe —* and Fork60&10@60& 10&5* 


Saw lan . 40& 
Shovel. and Spade, Wood D Hdle. 
60@60& 10s 


ROSS-OUT SAW HANDLES— 
At KIDS... ..esereereererses essence «AOS 
Boynton’ Loop Saw Handles, 50c.60% 
TUSReeO «<< coocsse.socees 45&10% 
Sensible.......0058 doz. pr. poodeee 
Hangers— 
Barn Door, old pattern... .60&10@ 
"60d 10&10s 
Barn Door, New England.70@70&10s 
Barry, $6.00. ..ccccccccosscccece 
Rest Anti-Friction 160&10@00&10&5% 
Challenge, Barn pecan 
Cronk’s gry Bearing, No. 4, 
one No. 5 oe 08108 
8 Steel cov’d ‘Loose Axle. 


60& 208 

Davis Parlor Door.........50@50&5s 
paraex (Wood Track)......60&10&5% 
 , aaa eeesee 0@a0& 10% 


Lanes Barn Door: 








yahmy 


Covered.. sovccoeceneseess ses CMMI 
o. 50.. Sinaia etgenes 6 & 5s 
New Model. eeeeeeeeeeeeeeeve 4° &1lvus 


Parlor, Standard,.......+++.4(&10% 
tan eee 60410 % 
Mc Kinney’s" “None Better, No. 
2, $18.00; No. 1 Special, $13.00, a 
dozen pairs sat iciliaaasiiaatals 608 108 
Nansen Roll. Bearing Hanger. 60&10% 
Reed’s Steel asbaccseeseue 
“> & Wooster, No. i, 6236c.; No. 
Richards’ Single ‘Track, ‘Steel. bO& 10% 
8 reteael neRORET U& 10% 
Stearns’Challenge.......... 50@i0&5s 
Sterling’s Im red. 60&10@60&10& 108 
Stowell Barn Door: 
Bad D.  seneseseeeeesesonn soe 
PAS @eeeeeoeeee 5&5 
Interstate....cccccsccccccess COM1LDS 
agic cccccccc clus 
Matchless Covered......... .60& 108 
Wid West.. pecannenenenines: &5*% 
ee@eeeeeeeeeeee . eese@e8e & 5% 
ar Door.. een eapeneeter 
= healt eee 
@es@¢ee8@e ee sveeeeeeeetene BF & 5% 
Sr 10% 
Terry’s Mode ORE 
Terry's edaen. Covered...cseces 
Terry’s RO % 
Terry's Solid.......... 6081041085 
Terry’s Wrought. vo ase «2 0G 10108 
The 10@60& lt 











Universal Anti- Friction. e*eeeeees ox 
Victor, No. 1, $15.00: No. 

0. o. 4, $35.00. 60 & 10& 24 
Warner's Pate...cccces00. 2081081 


Harness Snaps— 
See Snaps. 


Hasps and Staples 
McKinney's “Perfect,” $1.10 


OBDeccccecseceecececcsere eeeee 0s 
Wrought......... .. . 85a 1OSsF @one 
Wrought, Stanley.. va 00085 85@1 0s 

Hatchets— 
Bee Axes. 
Hay Racks— 
Baxter Wrought Iron, No.1, $1.00, 


net; No. 2, $1.50, net. 


Hay and Straw Knives— 
agora Hay, Com. and Spear 
0 eeeneeee RSE aemRoMe CE 
Auburn Str Taw... *eeeee niniditestii ae 
a from jobbers.$6. 006 90.25 
WOTtH’S. «ss 4005+ A0&SQANE TIES 


Hedge Shears— 
Wm. Wilkinson & Sons...,......50% 


Hinges— 
WROUGHT IRON HING 


Oorrugated Strap and T. "15@ 15a 5 
Rolled B Blind Hinges Nos. 32 and 34 
50&1 10&5% 


pees Ee isc wd.2 17 | TOSIO@TOS10&SS 


“Providence” 6 = 12 


eae 

n. 

Screw Hook { ,$t0 in.. ee. Se 
and Strap. l8tomin’ @ Bre: 


_. STRAP AND T HINGES— 
Light Strap Hinges. 75&10&>' @ib& 


&5& 10 
Heavy Strap Hirges.80& ptt e 


Light T Hinges............ 7 @il &10% 
Heavy T Hinges _ 165 IBE1OG 5t 
Extra Heavy T Hinges. .89@ 89410: 
Long Chest Hinges. .t0&10@6C&10 


& 108 
Hinge Hasrfs...... 60& 1°@605 1nd 105 
Orate Hasps.......69&@10@60&10&1: ¢ 
Crate Hinges...............75&10&54 


SPRING HINGES— 
ST IR cecceees OUdDS 
| RBI eese ee eeee 


40% 
Bardaley' & Patent Checking.. oeeene 


O ULTRA EERE eeeeereereetene 


siieieeedsesesesntemaae 








. gr. $13. 
and Blank Butte. ‘ 


sgragueceneesees 
ZrO... ee 
BTO...00000$18.00 


Hanh 


es ciciiiaieiaatiaisnsael er. $13.00 
Japanned. eeoveseesesseeeeeee 















eeeeeseeeeeeeee@ .75& 108 
Single. .70&10% 
Double.60&10% 

soodumad @IM&10&: Uh4 
1 Surface, Single. ee 
- ace, Double. i 10% 
Ok 1C@50& 10108 
inge Co.'s list, 





gr., $16.00; No. 2 
4 $13:00 


GATE HINGES— 
pntemetts. ee = ~ 


Common Sense “8 doz pai fhe 
Clark's Nos. 1 1, 2, hc ccamaanmeee O& 58 
Long's Self Clost Boo aa cane 


-B doz — 
E. Reversib Diocese -8 doz on 95: oe 


N. Y. State..8@ doz $4.90. .6u@s0&10% 
Reed’s Latch and inges. . $18.00 20s doz 


Seym @eeeeeeaeeaeeseeeeeaeeees por bey 
ee Nos. 1, 2, 3. 80 410G00810- 


Western, 8 doz $4.20.....60@60&10* 
BLIND HINGES— 
Clark's 
Lull de Porter, Nos. 0,1, 144, 2, 
24, 3 eseeeseeeeeeseeeseeeeee «808108 
Mortise Gra vity. ceaneesobnnmiaesl 
Nos. ees . Ee 
Nos. 40 and 50.. necccoscengeoueses 
enema elenaneapenedtasteie eeeee , 658 
arker. npemned + B@Tb& 10s 
Sargent’s Nos. 1, 8, 5, 


76 
oe s or Wrightsville Hdwe. 


Acme, Luil & Porter........80&10% 
Euffalo Gravity Locking, "Nos. a 


EE Moncennecesesnouane 80810 0% 5s 
Champion Gravity Lockine, No. 
hela eine dere bine aeesiN £0&10& 10% 


1868, Old Pat’n, Nos. i 8 and 5, 
0&1 % 


Tip Pattern, Nos. 1, 3 ana 5, 
£0 # 105% 
Double Locking, Nos. 20 and 25.75% 
Empire, Nos. 10. and 10 80 
Niagara Gravity Laine. oe 
rae e105 
Noiseless, Na 50, 60, 65 ana 6 55. ~ 
O. S. Lull & Porter...... 80&10& 
Pioneer, N« 8. 060, 45 and 5. Crt 
Steam oat Gravity Locking, No. 
ere eee SURINR5SS 
Stenger'’s Noise’ess......0.see00000 
Mortise Gravity....ccccercocsece 6 
Stanley’s Steel Gravity Blind 
Hinges, # doz. sets $1.30.....40&10% 


Hitching Cords— 
Covert CE 


Hoes— 


HANDLED— 
Crescent Cultivator, 6 in. P dos. 
50 net 


Crescent Cultivator, 7 in. doz. ‘ 
ne 
Crescent Double-Bit & — .00 net 
Crucible aiungianaeiely .8 doz. $4 50 net 
Co & 10% 


tton 80 
Dunlap’s Boys’, Ladies’, Toy.. 000 BUS 
Garden 











Ladies’ and Boys’.........se0.- 8° & 5s 
RR en 0000 (025% 
Iowa Eeaiihs Socket.. wee asians . 75& 208 
Magic.. a doz $4.00 


Mattock Hoe. _ ir doz. $3.75 net 
Pianter’s.ccccces vetthbieseanl % 
Texas Cut- Easy. sell 7) doz. $4.25 net 
Warren Hoe.. 60& 10" 


Woeding....o+esessseseses. 0 Beet x 
Queene Axe & Tool Co.. 70% 
- pata eee *@eee8Reeeeaeeeee 10S 10@i15.&5% 
Crescent Planters Pat........45&58 
Razor Blade ort | Pat... oo. OUSSS 

Sandusky Tool Co., 8. & O. Pat. 
60@60&10« 


D. &. H. Scovll.........., meee 


Hog Rings and Ringers— 
Hill’s: 


ge 
Kohlers, Horse N ail, 


Perfect Rings.....% gro. Sr 0C@$7.50 
Perfect Ringers. cccccsccon cabs 8ic 


ae Ware— 


nebuaie & C eteon me SEE Co, : 
Agate-Nickel-W meneail O< 
Peerless mente hoe ag ES .70& 108 
Crystal Steel-Ware.........50&10% 
wre and White-Ware......f0&1( 
White-Wares,ccerecereeseee BQ 108 


STOVE HOLLOW- WARE :— 
ee 6618 10@ 70% 
Unground. ..ccscccccecces -TOR&5Q75S 

WHITE Pm gig — 
Boilers and Sauce 
Maslin Kettles,... PbO 10&5% 
Tinned Boilers and Saucepans... 

60 5Q60& 


10% 
SILVER-PLATED— 
4 mo. or 5% cash 1n 30 days. 
Hartford Silver-Plate Co.......40&5% 
Holmes & Edwards waves Co. 


a 
Meriden Britannia Co..........40&5% 
Reed & Barton..........cccece 40k 58 


Hooks— 
BUsSH— 


Jennings & Griffin’s..........40&104 
Light ® doz. $5.00; Medium 8 doz. 


.50; Heavy $6.00 
Bird eendimaentte list. . .60&10&10% 
Pe Cage, ing...... .60@60d 10% 


Ceilin , Sargent’s paeancentoe 50& 108 
Chandelier....... . 70% 
Clothes Line, Sargent’ 8 list.. .B¢ & 108 
Coat and Hat, Sargent’s list. .50&2108 
Coat and Hat, Reading....... 60& 10% 
Coat and Hat, Stowell’s........... 70% 
Harness, Sargent’s list... .50@50&1Us 
Lam eeeeseeeeeeeeee @Ceeeeeeseeeeeeees % 
ETRE TT 
Screw ila ee alain oll eer 

i a ait 


WROUGHT IRON— 
Dene ees A Ye be a t- 
ae (N. Y. Mallet & Hand! 2 
FEB. cccs ee 
Hammock Hooks, 'E. C. Stearns, 


] 
Bud Cage, W 
( 








Wrought Staples, yee &c. 
See Wrought ‘Goods. 
MEAT— 


Enter C—O 
Wm. Johnson's: 

8in eeeseees cvcceceeee  GOZ. $2.20 net 
ae # doz. $2.70 net 


wI 
Atlas Coat and Hat...........50&10# 
es eeeetes - 80@ 808 108 
Handy Coat and Hat... eeeeeseeeeeee . 704% 
Steady capes f ee . 70% 
Wire Coat an Hat, Acme. jes 608105 
Wire Coat and Hat,Gem.,.........70% 
Wire Coat and Hat, Standard.,. "458 


MISCELLANEOUS— 
Carpenter’s Amc. Gravs Hooks, 
% doz. $4.00 
Covert’s Saddlery Works: 
Self - Locking one and Door 
ay rooeee sina 
Dunlap’s Merchandise 
Grass, 2, $1.64 ; 3. $1. 80; 
Hooks na Eyes—Brass.. nae 10d 
Hooks and Eyes-Mal.Iron.. ee 5S 
Win. Johnson’s Cotton, Box and 
sees e8 @eeeeeoeeeesceoeesee ee ee % 
Stou Bil’s: 
Clothes Line, eeeeeeaeeeeee Pees eee . 708 
Harn ness eeceeeeeeeeeee eeee ivi 
Hotel & School House.. 000 10% 
Whiffletree...sccsccccsseece eee x") tb 434c 


Horse Nails— 


Nos. 6 7 8 9 10 
A. CO. ..000..25C 280 We lc Zc. 


40& 
American, all sizes, 944@10c...,.net 
Ausable., ...28¢ 26c 25c 24c 28c. —_ 


4081 
Anema eee .20C Zlc 20c 19¢c 18c. eee 40% 
O. B. 22021c.21c 40% 
Capeweil.. . .19¢ 18¢ 17¢ 16c 16c. .10&5% 
Champlain. .28c 26c 25c 2Ac 28c 
| 40& 582% 
Clinton Fin .19c 17c¢ 16c lic 1l4c. 
30&10&5% 
Empire Bronzed..........s0.s. | 
EsseX....+..28C 26¢ 26c tho Bc. 


0@50% 
L ++. 95GC DhEc Bec 9 Séc., t 
Maud g1) "50 Boo Bo Bin B10 mn 


Rd] 
Northw’t’n.25c 23c 22c 21c 2c. 


% 
Putnam.....23c 2lc 20c 19c 18c....25% 
Snowden, 9¢c Bléc 9héc Bh4c 9i¥¢c., net 
Vulcan......23c Zlc We 19c 18c. .., .25% 
Western, 5 to rT ees ~ 


Horse Shoes— 
See Shoes. 


Horse Ties— 
Covert Mfg. hsekedwoeskdscssaceue 


Hose, Rubber— 


Bostoa Belting Co.: 
** Boston ”...cesceseesress  O@lO&5S 
“Tmperial ”....cccccccecccees BUSS 
BEET cure css, 66861005804 108104 
xtr *eeseescseeeeees 
N. J. Car Spring & Rubber Co.: 
Extra | lianas 
aon: —uabbaeapagebabpegebeseere 
OTE RR ES Se 
Standard .....s006  rb@i0@ TOR10eES 


Ice Awls, Chippers, &c.— 
Copeland Ice Pick,..,@ gr $9.00 net 


25% - 
4, $2. 00 
10% 


Cro WEscecsetosesecocces e*eeese . 
Gem Ice Shave....... sc ccessetegen 
Pee Box Chi 1....8d : 
ce Box £6 aoZ. $120 
Ice Crusher, No. ‘3, # dona, le 4 
Ice Crusher, No. 2, ® doz. $6.00} = 
Ice Crusher, No. 1, ® doz. $20,00| § 
Ice Tools... ...8 doz. $4.00) 2 
Saletan AW18.0cccccccccscccchll 


COOHOOH OOOOH EOE OO: Seerrereee KO 





Ice Shredders— 


Enterprise, No. 33, 8 doz. $6,00,. 
a... doz, $15.00 3, 


Jack Screws— 


See Screws. 
Kettles— 

Spun Brass, Plain.......... = 

Spun poem ass, plated | inside wa 

eeeveeereveseees LOLs 

Knives— 

Ames’: 
Bread Knives. 8 doz. $1.50,. .Wa@2%s 
Butcher Knives.......... 25256104 
ND Oss 6 cccencecceseccd 


Dunlap Kitchen and Br’d Knives 2s 
ee a Butcher, &......,.40 


| Enives Ase’n list......... het 
er het 
hoe Knives.... 
Ha 


and Straw, see Hay Knives, 
Nichols’ Butcher Knives........,,50s 
Table and Pocket, see Cutlery. 

Wilson’s Butcher Knives, 25@25&54 


Kuobs— 
a — waeen prone: 


COCO HEE ROSE aeee 


gr. eeeeeee vee eeseeeee $1 25@$1.50 
Ua riage, Jap -. 8 cro. 80c, Bld lNs 
Door Knobs, {oe . DOG 108 
Door Mineral......... Be (0 55@ wie 
Door Por. Jap’d........ 8 doz. 65@7Ne 
Door Por. Nickel ..% doz. ‘$1. — 
Drawer, Porcelain.t 10@60&1 — 


Picture, Hemacite............. 5O& 10 
Picture, JUdG’S...sesscsess BOG 104105 
Picture, Sargent’s ee as —— 
Shutter. Porcelain,............... 


ale & 'Towne Wood, list Dec. ‘ 
4s 


Lace, Leather— 


John C. Hagan & Cr. 
Rawhi te Side Lance. No. 1 ® ft. 18 
Tanned Sice Lace <oinnenee # It. 'de 
Cut Lacings, 14 1n , % 100 ft.. $1.00 
Cut Lacings, 5 1s in. 2 100 ft. $1 2) 
Cat Lacin s 3in, ® 100 't.,.§1 0 
Cut Lacings, %in., # 100 ft... 
Cut Laciogs, 54 in., # 100 ft...$2 45 
Cat Lacings. 34 in , ® 100 ft...$3.25 
Discount from list, 605 


Ladles, Metting— 
Monroe's Pat....+.+..% doz $4.0, 4 
P. 8. & oe 


Reatling. aauaimaetiimesaaee ee 50& 108 
Sargent’s. eeseeeeeeeeeoeeeeeee  B0QO0& 10s 
WREEOE We ccccccccccccceccecessseane 


Lanterns— 


Buhl S‘amping Co 
No. 100 Buhl Tubular Head- : 
lights, @ doz. list......se0ee $30.(0 
No. 16 Buhl side — er, ® doz. — 
BBG. cacwccevagscossacccenensene $7.50 
~~. 10 Buhl Improved Regu, 
Né 2d) Bub Se Seenee ts cine 
-- bag u Ss uare op 1 
oO. doz. | is seane ene $11.00 
No. 50 uhl Dash Reflector, ; 
OF dl RRR $10.0 
No. 2° 9 Bihl peek ae 


No. 2, 8 doz. list.. $170 
Discount..... bénaierteie a" "40858 
Latches— 

Cronk’s Sliding Door....... TTT. 
Lane’s Barn Door........ ceeeonge™ 
Lawn Mowers— ae 
Combe... occ0ce+cssceesseseas 
Clipper Improved. subowd 50 &10& 10655 
Contimental.... scesssseeeseers 60.& 108 
Enterprise. ..ccsscesscecssses® os 
Geaufns Philadelphia Mowers: , 
Styles M., S., C., K., T...+++: ae 
Style A., (all steel)..... mas 
Style E., Low Wheel....- GOI 
Style E., High Wheel.....+ baat 
Drexel, Bey MARE, cccuceccsesestin 
Gold Coins, ~~ Bat... .cccsscanal i 
Great AMEPIGAD.. sccccccesess _ Tel 
Lmperial.»..o.e.cse53;.;. Oil) 
New Departure, Hig mt ee 


New Departure, Low Wheel, 75&1's 
Now Easy.s.ssse- 6041 0@ 60818 
New WER ccccccccevesscccsesse 


on 14 i 16 in 
n. Nn. ° 
$6 00 $6.25 $6 50 each net 
Pennsylvania....ccsessssersses GOS 118 


Rapid Transit, eeeeeceeeer 706 
en Se se Ce +“ “ : : ee eee *" de 108 





TnTh - 4 teed 
ae 


Lawn Sprinklers— 


Gibbet Ares sitesi ia i 
Gibbe’ Hustler. s+. cvcc0:8 108 80 
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ee 
Philadel hia Lawn Mower Co. 
"philadelphia 1 Lawn hy ee 


@ doz. 512.00 $18.00 $24.00, .35% 


Lemon Squeezers— 


r wry #8 doz. oa bowen 
$1.40 oe 
1, doz. $6.50; 2. $3.35 
pea! ” Nos. oa : Queen $2. 50 net 
Dunlap’s uspaaeas 8 doz. $3.75 


Hotchkiss, Straight Flush $ doz. 


Jennings’ Star...% doz. $1.90@ 2.00 
Little Giant.. 5% 


Pore. Lined, [ron...... +» o$3.25@$3.50 
Lined, cod....0 Cos. ay 
Pore. in up 40x 


ood, Common 8 fom. No 0, $5.00; 
a! $6.50; No. 2, $10.00, 


Letter Box Plates— 


Name Door Srommian 


Name Plate * eeeeeeceeeoceeeeeeees y 
Number Door Plate....... yoy coke 10% 





Sargent Ss, eeeee eeeeseeseees 60d 10@70% 
Levels— 
0, E. Jennings & Co.’s: 

cece s PDL 


oa - 
ce Bench, 5 new ‘design, oo 20a 108 


Lifters— 
See Transom Lifters. 


Lines— 


Cotton and = Fish, meet 8.50% 
Cotton Chalk, feet osss sees, 60&108 
a Trot, eeeeeeovnervee eee 


Maso 
onl CORI.» 00 scnrssone ERE 


Flax eseees eeeseeeeoeeeeeeeeee ee wee 
Bs OO Doc ccccoccocccococecese - 
Samson, aan No. 4, $2; No. 4 
Silver Lake, oa. No. 0, aid 
No. 1, - 0. 2, come . 8, 
$7.50 ® ¢ en 


Ventilator Cord, ‘Samson 1 Brai 

White or Drab Cot. 8 doz.$7. rite 20% 
Wiire Clothes, 100 feet, 4 

$2.25; No. 19, $2.00; No. 20, $1. "15 


Locks— 


DOOR LOOKS, LATCHES, &0.— 


Barnes Mfg CO. .seccveses A0@AN&108 
Branford Lock Co.........net prices 
Brooklyn Latches, ..cccccscess DUM1LOS 
ameten Night emennenen PITTI TS, 
Dietz Flat Key 

Mallory, Whenter & Co.. 60810 70% 
Norwalk Lock 10% 





Reading w. Co. eeeeeen eet wo 
Romer’s N ight Latches 


Sargent & Co...... W410 08108108 
Slaymaker, Barry Co.'s: 
Corrugated Key Latch......35 
All other Night Latches........ 
Yale,..ssees ee 
CABINET— 


seg Mfg. CO... oseeveees A0QAN&108 


Nos. 22 to 39 ...ccc- se Peer 
Nos. 41 tO 78 ....... ree 
Nos. 87 to 96. eeeeeeeaee sebentstéakaanee 
agle LOCK CO....suceccccccece 45824 
Charles Parker UPseerseevees - 45828 


omer’s. os. 2D% 

Giaadard Lock Oo, .......+. SOGRBES 
PADLOCKS— 

Acme Bicycle and Satchel pee 

doz. $9.00 % 


> be 

















Ames Sword Er esececooens 
Barnes Mfg. Co.....+.+.«..0@50810% 
Champion... eeseeeosoeeeeeeeeeeeeee eee 
Tasie Dietz. *eeeeeeeoeo eee eseeeeeeeee secede 
Eureka, Eagle Lock Co........40&28 
Gem, Corbin’s......scceccoccce, 
pomer’s Nos. 0 to yom sine en wie ~ 
naneed 40@90 1 
Auith & Keun Bisecles nn Be 
MINS BUUER, oc ccucccctescoes 
Yale Lock Co...sseseceeeeeK@t prices 


TRUNK— 
0 SEE 


Wrcccccccccccccccseeccccoceccece % 


Mallets— 
Sargent’s List 

mn Gibag e200 BO aBge1K 
RAW-Hide,..csccscsecveseee 40Ql0% 
Mattocks— 
Regular list....sssssvevee++T0Q@T0&108 


Meat Outters— 
American. e@eeeceeessesseeeeeeeeeee .o0% 


8 4 5 
ne $5 $7 $10 $25 $50 $60 
Boot Shavers (Enterprise)......... 20% 
Ohadborn’s Smoked] Beef cutter, 

OZ 


a ee do 33145 
Nos... seee 1 2 A , 4 
$14 $17 $19 $30 


Enterprise. cccecccccccsccccccccccccaees 
Back ;"'$3 $2.50. $4 $6 $15 
ac 
Hales Pattern ®# doz...... i 
Nos. eseeeeoeoeeeceeer l 12 


27 $33 
Home No. 1..8 doz $26........ 
Little Giant. @eeeevoeeoeeeeeee saei08 
Nos. 305 310° 312°°° 320° «= 332 


$48 $44 $72 $68 
Miles’ Challenge # a , a 
OB. ccccccescece 


$22 $30 $40 
Perfection ....... 


PPT TTTT TTT TTT Tt. «. 


W oodruff’s Lt iccncocannaseneee 
BOOBs veccocccveceseccees 150 
$15 $18 


Meat Juice Extractors— 
BeMGOP MUIR s cc cccccceccscecsocse 0 020% 


Metals, Anti-Friction— 


Magnolia Metal Co. : 
Magnolia, Anti- Friction, eS. “> 


enc ncctccsscnncees«es ib. .10c 
f.o. b. New York or Chicago. 


Molasses Gates— 


enterprise.. 20% 


Mop Wringers— 
Matchless (Canton, O.), # doz.$12.00 


Motors— 


COFFEE MILL— 
Specialty Novelty Co..... each $5, 0 


Nails— 
WIRE AND CUT NAILS— 
See Review of the Markets for 
quotations. 
Wire Nails and Brads, Papered, 
Ass’n list, Dec 1, 1896.......... 87 
Grand Crossing Tack Co. List: 
Wire Brads. *eeeeeoeaceeee se eeeeeeeeeee 85S 
Wire oe 
PICTURE— 
Brass Head. Combination list, =e 


Brass Head, Sargent’s list, 704100 


10é5% 
Niles’ Patent.. .40% 
Porcelain Head, ‘Comb’n list, 408108 
Porcelain Head, Sargent’s list, — 


FURNITURE— 


Antique BronZe..ssscsscesseeseees LUM 
Ga nsetndenannees eeeseseeeeeeee 
Fire Se ee 
[ee 


Nail Pullers— 


Black Hawk, per doz. .$9.00 

Eclipse..... # doz z. $18.00. 2562108108 

Giant, No. 1, # doz $18.00: No. 1 
$16.50; No. 2, $15. BU 


Lightning. cecccecess GOZ% $18.00, 208 
National.. .... 8 doz. $24.00, 40% 
eer % doz $9.00, 15410% 
Scranton No. 2....- voeee @ A0Z. $10.00 


Scranton No. 3...ssse00++% GOZ. $9.00 


Nail Sets— 


Buck Bros eeebaasecees . 276% 
Cannon’s Diam’a Point® gr.$12, 25% 
Dunlap’s. eeepc eee 
Humason’ . 0&10% 
Hunters’ Gap "Point: Knurled.. 


gro $10.00 
Hunters’ Cup Point, Plain.... 

gro. $9.00 
Round, assorted.....8 gr. $3.00@3.26 


SQUATC..cccccsevceee® RT. $4.U0@$4.26 


‘Nippers— 
Acm ‘s@eseeeoeaee eee? eeseeeoeaoeeeeeeeeeen 508 
Smith's Cutting. @eeeeee ee —h 
Todas Outbind. ccccccccccscceccces 50% 
Nut Orackers— 
Acme, Japanned, # gros $30.00, .40% 
Turner & Seymour » CO. 1.000508 
Nuts— 
Cold yupenet: Square, off list. $5 = 
Hex, 0 eeeeeceeeeeeseseces 


Hot Pocsand. Square, off list.. 
Hex, 0 Boccoocooecccece 
pr - - mesiemeR RRR ESI 


6.30 
eeees 7.20 


Ollers— 


Brass and’ Copper.....seseses 
Cushman & Denison’s: 


-50&10% 


Pocket Oilers...... sees Oz. $1.65 

Star Pocket Oilers.......,se008 40 
Draper’s: 

ensrenenenestinwenes eeeeee Poser 


eeeeeeee icc 0& 108 
Mutleabis’ ‘Hammers, New ‘ap lonss 


Malleable, ramen Old ealeen, 
50&10% 


oe on,” Zine....... 2000 TGF 10% 

Tower & L on Biya baons o6a 

Wilmot & Hobbs Mfg. Co.’s Steel 
Anti-Rust. eeee Ceeeseeeeeeseeseees 


Zinc and Tin .:.ssccccces«%0&l0Q@75% 


Oli Stones, etc.— 


OIL STONES— 
Pikes Washita: 

Lily White, ® b.. a 
Rosy Red. . eeeeeeeeeeae ilihaiion 
Extra Green Paper Wrap- 

per, 


Dt henhehsenesendenesdenbusion 


50 
40 
Sins iene nadie cetindinine ati 30 
Pike’ Washita Round Edge Slips: 
3 tele see ak. My 


a. we - 
80 


Lily Wh 

Rosy Red. eeeeeeeeeeeeeseeeeeeeeeeee 
Extra, same sizes as above........ 
no RA ae a rns apa ete 


Penknife | Pi 8to5x 1 to 
ligxld ti 


3 


_ 
Pike’s Washita Meanted No. 1: 
x2, B OZ. ..ccrcecsecsseessereS 


“*, eeeeeeeeereaeeeeeeeeee 


sno Shh 
SSSSS8 


eeeeeeeseeeeeeeeeeeees 
S@eeeeeeeseeeeseeeeeseee 


oe 

§ 

. 

> 
aa0Sh 


to 1%, ® D...... 
, extra selected,, 
unt 3344%. 


Bie 


Packing, Steam— 


RUBBER— 


Boston serene Oe.s 
** Bosto eeeeeoeseeoeeseesceeeeeeee .608 
- KExcelstor ” Self -Vulcanizing, 


rb ° 
Boston “ Phoenix” Red Sheet, 




























DT Wisin tiadaniend eseeeeer 50ce.n et 
Ex se +. eeeeese 10&54 
Standard, Fair ‘Quality... 70&10@75% 
MISCELLANBOUS — 
American Packing,.....9c@10c 
Cotton | A papi tegitec # > 
Italian Packing........ 4c% Db 
Ju te. eeeeeeae eseseees 6ceQic BR b 
Russian ‘Packing....... 1l3c@lic B D 
Padlocks— 
See Locks. 
Parers— 
APPLE— 
rieceentiee doz $4.50 
eeeeeoeoeseeeeeeee en — oa 
eese ataemsiantaed ‘ nico "® dc _ . » 
eeeee eeseeoetceeeeeeeee each 7.50 


888 eeeeseseese each 16.00 
Bay State........ %® doz 12.00 
eseeeevreesuseees doz 5.00 


Bay State. ) dz. $7@00.0 
doz 4.00 


eeeeoeeeeeee doz 


eeseeeeeeeeeeees 


ss 


. eeee snap. - 8 doz 
eeee@eeseeeeeeee OZ 
8 doz 


OUST E  GOm OH 
SSSSsss 


£ 

a 

° 

~ 

A 
Smo 

= 


TITTTITITIT TTT. 


® doz 13.50 
doz 3.75 
doz 4.00 


POTATO— 


Saratoga. eeeeeeeeeseeeeeeses #8 doz 5.50 
White Mountain.....,..8% aoz $4.50 





Pencils— 

Dixon’s: 
Carpenters’........ + a7 25@7.76 
Carpenter, Blue Pe ed 

See enesnineuiia gro. 4.0°@7. 50 

Di iiceceducute 8 gro. 2 ee 
Lumber. i Ci ito 
Mascot, "Hexagon evccee gro. a7 
Mascot, Round.........% gro. 8.10 
Picks— 

Reteens or Adze mye, Sts8 6, $12.00; 


6 to 7, Bee ccccescooeccet 10@75s 


Pianes and Plane Irons— 


WOOD PLANES— 
Bailey’s (Staniey R. & L. Co.) 
eer” 


Bench, First ea po on le eecneaaneses 0s 


Pench a 











O. E. Jennings & Co...........50&10% 
Molding.... eeeeeeeeeee dan eee een 
IRON PLANES— 
CHaplin’s Iron Planes.........50&10% 
Davis’s Iron Planes 10% 
Gage Tool Co.’s Self-Setting. . 35% 
C. E. Jennings & Co., Irop.. “BC ae 108 
Meriden Mal. Iron Co.’s 10% 
- ~ > saigmalelganorre Os 
Siegley’s: 
Bench.. eeeeeeoeeeeeenes 408 
Combination, ‘each...... .. $4.50 net 
Standard Tool veeneesese 


Stanley _ - Level Co.: 
le "8... 4 pat eqantpape eee e DOG108 


Miscellaneo 104 
Steer s Iron  Pieaman. {508 10@508 1085 


PLANE IRONS— 
Gubarn “ Thistle eecces adel 
D cocccdcccccccecececes 0@A0s 
Sandusky.... seeenceeef 


Bork, Bres MO ee Oy 
UtCher’s, ...050500+. $0 00DG5.26 to % 
Hinsd Beccecececeese cecccccec cls 
C. E. Je CO. ooo c cece ocd 108 
Stanley Rule & Level Co.....50&10% 
&I. J. [| 


Pliers and Nippers— 


Button ee .-70@70&10s8 
Carew’s Pat. Wire Cutters.......20% 
Cronk’s: 
Button Pattern.. eeeeeeee 0@70& 108 
Fencing Pliers, # doz. $1240 .258 
aunt and How Nd NOSC,.ccccses 
as Pliers, No. RE 
Stoop Pat Pecccescéecs 
a Ne Bl Neo 
Oo. eee68 
Hall’s Pliers. eeeeeee anneidiionmaaeeel 
Humason & Beckiey Mfg. © 
Wm. Johnson's Gas Pliers..... 
Morrill’s Parallel, # doz $12.00 
ag Side Cut tting. penwncosecaral 


Swiss Pliers 
P.8S. & W. "Cast Stool. wee 
P. 8. & W. Tinners’ Cuttin ip- 
| EG dis. 10% 


Plumbs and Levels— 


COOK'S... .sseeerereevveeees AOG1O&10% 
Davis’ : 

Inclinometers.... eeteeseeseaneaee 
Iron Levelis.... éactesaseessiel 
rrr 
Wm. Jo Seer 
PENTA GE! 5G pte 
Pocket Levels.......secceeeseee0@l 
Stanley’s.. eeeeeeeeseeseese 75&10% 
Stanley's Du iplex.. aneennseeese 10% 
Wood's Extension Sight. sees Bogs 


Poachers— 
See Egg Poachers. 
Police Goods— 


J. P. Lovell’s Police Goods;.......35% 
—e Tool Co., Handcuffs, $15.00 ® 
Zee eeeeeeeeeee eeeee eeeeeeeeee 
R. I. Tool Leg Irons, .00 
doz duvenbeerdwnrmmmcovcet, ™ 


none dt Loans,” OTT TTT TT TT TT 


Polish, Metal— 


Prestoline Liquid, New List......40% 
Prestoline Paste... ..ess0+00+sddKQ@408 


Polish, Stove— 




















Dixon’s em age EOS 8 Db 8c 
Joseph Dixon’s......- 75 - 10% 
Ge eeee@speeeeeeeeeeees a 
| ated: eee 


es ee 


Poppers, Corn— 
Round or square, 
ioe aed 8 oe t5 50 
85; @ gr. $8.00 
2 qt., $ dos. dis: ® gr. $12.00 
Quincy Corn Popper, qt., 8 a 
$3.00; 2 Qt. $4.00. .ccccccccescee GOGH 


Post hangs Diggers— 


Kohler 
ittle Giant, No. 12...#8 doz. $12 
Hercules, No 25 1, 
Invincible, No. 6...... #8 doz. $10. 
Pioneer, No. 714...... 9. 
Lock Lever, No. 20...8 doz. $ $12. 
Unive.sal, No. 49..... 8 doz - Bt 
New Champion, No.37 ® Sen. $ 
Iron Handle, No. 38...8 doz. $ 

RGM Be cccecccces ® doz., $20.00 


seseesee 


ro 
~~ 


Powder— 
See Ammunition 


Presses— 
See Fruit and Jelly Presses, 


Pruning Hooks and Shears— 


Cronk’s Pruning Shears,.......3344% 
Cronk’s Heavy Pattern, #? oa. . , 
60 ne 


ey Combinea tg See st 
and Saw...¥ doz $18.00, 10% 
Disston’s Pruning ook cose GOB 
a 10% 
Dunlap’s Saw and Boece OZ 
Henry’s Pruning Shears 
Kobler’s Pruning eee 


German, No. 46..... 
“ee de Oo, No. 33... 


doz 
15 


doz. $3 £0 
doz. $2.50 
is.40%. 


Waters Tree Pruners. seens a 
Wheeler, M. & C. Co. "s Combina- 
Cv ccocceccoce doz $12.00, 25& 10% 


Pulleys— 
AWRIDG. ccccccccccccccccces 10% 
Axle.... eeeeeeeeeee ‘aiisidesandioevs 
Brass Scre TOW cccccccccccscces RAC 9g 


4 

7 

Ceilin "Line, Japanned.. ph 
Crothen Line, J ee 
mmon ep ememuaneeeste: 


Dumb Waiter............-60@60@10s 
Eropire Sash Pulle 





Ti cpausdeaseaee 
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Hay Fork, Solid Eye, Swivel, 
eeeeeeeee 10&5% 
Hay Fork, “ Anti-Friction,” 5 in 
Solid, $5.70. 04.002 05. eeeeeseeeeeeeee . 508. 
Hot House.........50&10@50&10&10 
Stowell’s Anti- Friction 65in. 
Wheel, & doz $12.00...... ee 
Side, Anti-Friction....... soceaae 
Shade 


Rac 
Upright......se00s 50810@50&10& 108 
Se 


Ciste es. .66&10@70&10s 
Pitcher ¥en ut. Best aad 03875&10@80s 
Pitcher Spout, Cheaper ‘ox 


F. E. Myers & Bro.: 
No. 1, Fis. $28, 8 in. Shallow 


Pump...... pence .pecoct 
Ne. & Fig. 328, 34 in. Shallow 
Rig Br 3 3 in. I sss2se 1b: 
No Deep Well 
N * saeaeahehetesond — 
oO. 
Well Pun). se eeeeeeeeeeeee $17,00 
No. 14. Fig. Pet 8 in. oy or 
Shallow Well Pump. = ee 
No. 32, Fig. 623, 3 in Deep ell 


p.. 
No. 56, Fig. 381, 8 in. Shallow 
WEEE FP OBRD. ccceecoccceesces J 
No. 59, Fig. 332, 3% ms Shallow 
We on sien elite + = 
No. 70, Fig. 24 in D Jeep ll 
, ree 15 
No. —~ 


m eeeeeee eeeeeseeeeeeee 


“hoa neenaciii 
No. 250 


No. 985, Fig Windmill 
g. 408, on 


No. 240, Fig. 406)" ‘Regulator 
Pum .00 


No. Fig. 484, Imperial 
SESMRO PURBoe cc cccccccececes 
No. 265, Fig. Pare, Cyclone Tank 
Force Pump.......s+. ovcegemene 
Wo. O67, Fig. 483, Geyser Tank 
Force Pum = ae- eneenamenniai $17.00 
No. 268, Fig. 513, mntabetteinis 
Force 16.00 


en 558 f. o. b. Ashland. 


Punches— 


Avery’s Revolving.......s000000++40% 
Avery’s Saw-Set and Punch. See 
Saw Sets. 


Bemis & Call Co.’s: 
Cast Steel Drive,,...e.csese0+.S0Q5s 
Se 


Spri 

8 SeiemmaA Meskins.....  ..,. eae 
Morrill’s Uni Universal. ..ccccccsccces 
N HOLOW..sseseseseseereees 
Niagara Solid.... 
Rand’s Centering ‘Marking ‘Tool. .25% 
—- Han Drive,good #d0z. ,60@65s 
— ers’ or ve,good 
: Spring. Toach'e P lity. doz OSL HOG 80 
Tinners’ Solid, P. 8. & W. Go. 


Hoo” 
20&RE 


e@eeeeeseeee se eseseeeeeeese . 558 


8 doz 
Tinnere’ Hollow, P. 8 & 


Rail— 
Barn Door, ht, In. 

Por 100 fectn $i 1% sto 
Barn a “None Setter” No. 1, 


oot. ..28{c 
Barn Door, “ None Better ” ‘No. >. 


B.D. tor’ N. - Hangers 


Per 100 we. $1.60 2.00 La 
wae ed Steel Rail, @ foot........434c 

ronk’s: 

seenpeetiton. covcccseces L008, 26C 

Double EY ppt 
Lanes *O. N. eeeeeeeeee e 
Stowell’s Wrought t Steel... . I eeee 35% 
Sliding Door, Bronzed Wr’'t Iron.. 


Sliding Door,Iron, Painted.. o6 x} ft 
— Door, Wr’t Brass, ig a n. ® 


’s Steel Rail, # foot........344c 


ictor Track 7c pK 


10& B65 
Rakes— 


Cast Steel, Association goods.75&10 
Fort mn Red Head Lawn, 4 
Ft. Madison Blue Head a 
CBee" 


me., soassooosssncUaa & doz. $4.00 
— Garden, 14 teeth, net # doz. 


60 
Boss, Garden, 18 teeth, net # doz. 
$2.75 


Canton Lawn Rake...® doz. $3.50 
Crown Lawn, No. 1....% doz. $3.50 
Hustler, No.U......00++-% Gz. $3.30 
Lawn Rake.......++++. doz. $4.75 
sy a tea 
wn Queen, ne 

@$3. 40 
Lawn Queen, Impr’d, net ° cm 
Catch All...net # doz. . 150 3.25 
Jumbo...... net # doz. $7.0 @$9. - 
2 . net ® doz. $2. ee 


naka, Lawn oe 0Z., $6.00 
Peerless Socket and Shank. 5a 15% 
Prize Bow-Brace...csccscseces 15% 
Queen CET coccccceccesossosooees 





Razors— 


a net 
J. R. Torrey Razor Co. .cccseccees 
Wosetenholin and Butcher, $10.00 


Registers— 


OT AIR 
Sessateal new ‘list, — 
Black Japanne a 
White Japanned.. one ceeccouene 
BTOMRS-DIRGO 1, occccccccccccscces 
Nickel plated......0 seesee+-40&10% 
Stowell’s old list: 
Jap anned eeecee eeeeeeeeeeveeees 808108 
Niokel- Plated. .seses cecveeeet5&10% 


Rings-- 
See Bull and Hog Rings. 


Rivets and Burrs— 


Copper....... 60& 108 5@60& 10419 
Iron. American Screw Co.: List t, 
Nov. 1, 1804. 

Ordinary, in bulk...........75&10% 
Thousand, in bulk...... 15S lC&5S 
Thousand, in papers.....75&1( &58 
Coopers, in bulk seveseceoss 75& 10% 
Block, and Carriage, in papers. 

75&10% 


aT with ‘burrs, tinned or cop- 
pered. 
Rivet Sets— 
R ogular list.-.ssceceseseeee t0Qs0awl0s 
Rollers— 
b 
Barn Door, Sargent’s list. Oe Ors 


Cronk’s: 
Acme Barn Door.....:0:+ . 50S 
Adjustable Siow. | doz. $i. ‘00 net 
Screw ites scsccsstllll doz. 60c net 


*eeeee Ceseeeeeeseeeeeseeees 


Rope - 
ee oN ~~» ny 
in. and reas bh1i2 @l4c 
edium, 
larger... B10 @l2% 
Common, % in. an 
large Pocscccscccees 8 > a 
ate 8 nore 


anila: 
7-16 in. and larger. eeeeees 

















8D 
eseee@eeeeeeeeeeee b 
and 5-16 in... monet 8 hg ifs 
ay Rope, Med...... b 
eeee ett 8 db Cc 
4 an 6-16 in............. gb eSte 
16 in. & larger.... eeeeeee b 5: 4C 
Med. L’th Y’rn...........8 DB Cc 
Hay CC 634¢ 
Rules— 
Athol, BeBERcccccccesccesenssennee 
] xwood.. @eeeeee cece es SUG 1O&10&1048 
Ivory.. iesvesocenencnson senses Stamm 
fkin’s 
i eeeeseceoce eceeee eee eeeeeeeeeees 
Lum eeecece $0990000.0 806986 104% 
Miscellaneous, Stanl Saesigh eevee G10OS 
Starrett’s ‘alee and Straight Ed- 
ges, | eeeeseeeeeeseeeeeeeeee 10% 
Sad Irons— 
Ginese Laundry...++++. 8 Db 
Chin Sad.. eens Daten 
Delebrecitlals Iron Co.: 


ae Improved Pol, y meng tx 
Nick ery 00 
Common 4 to 10........8 BD Sebeine 
COLD paseaae— 
ee g. Co. of Pa.: 
50, nickel plated, size 1, 
2 vA with “ best ”’ handles. 


. $6. 
No. E 50, “nickel- plated, “size 1. 
2or 3 without handles,® doz.$4. 00 
No. E 55, plain polished, size 1, 
2 or 3, with “best ” handles, 
8 doz. eeeeseeeeeeeeeee 
No. E 55, plain p lished, "size 1 
2or 3 without handles, ® doz. 4 60 
No. E 60, nichel-plated, size 1, 
3 with “ best” handles, 
 7- @eeeeeeeeeeeeeeeeees 
No. E 60, nickel-plated, size 1, 
2or3 without handles, #® doz. $4. 75 
No. E 60, nickel-plated, size 4 
th ndles.% doz 0 30 
No. E 60, nickel-plated, size. 4 

















-* ~4 65 plain = size 4 
“best ” er $8. 
nw y 65, plain anaes size 4 


wit hout handles........ ..««.$5.80 
The *“ Best”? Handles, with 
Forged Iron Disetohers. 


E:: ODecccccecccvececccces etceesee 50 
Self-hea a ee P doz z $10.00, 20% 
Self-hea -Tailors’ 8 doz$22.50, 25% 
Sensible Nickel..........8 


OZ. 

Sens e Oleecccscccccecese doz 50 

Sensib le, Tailors’., eeeeeee b 3@3}4c 
Safety Lifts— 

Burr Mfg. Co., Steel..........50&60% 


Sand and Emery Paper and 
OCloth— 


Baeder- Adamson & Oo.’s: 
Emery Cloth. ....+++0++.50&10@608 
Garnet Paper.....-..0... S0@s0&54 
Sand and Emery Paper. 5Ude 10@608 


Sash Chain— 


Giant ..cccccccccceccccccccccccccccc40S 
Monarc 














esee eeecCeeseseeerteesessese 


Red Metal...ccccccccsseses 40@10G108 
Steel... ccccccscccccssceseces eA @wlUdel0s 
Sash Oord— 
Cable Laid Italian Sash.......#bl6c 
Cable Laid Russia....# DB 14c 
Comm Mr pooceseegoosooe lt b ve 
Common Russia Sash. #D 18¢c 
India Hemp Sash.. eee bg 10c 


Jute. xood quality...... eS DB lic 


Samson: 
“ Mass.”» White, Cotton.........24¢ 
a a oe on 
Mocccccccccccecececceeees 
“Samson” Braided Drab, ay 
eer Ib 35c 
“Samson” Braided Italian 
Hem ID «33 Hisided Linen: @ B boc 
“Samson” Braided Linen, # DB 56c 
SS ee D “ BD tee Broan 
y+ hi Tra te. 
B Quality Dent Tb 0c. 35@A0s 
i Drab — 


B Quality, White # B 30c,..... 


White Ootton Braided, 8 B.21 
Sash Fasteners, Holders, &c.— 


Sash Lifts... .ccccccecseses OOMLO&1(4 
Sash Lifts eseesesesece eee 
Sash Lifts With Lock.....60&10&10% 
Sash Rollers. ..cccsssseseseess eeesese 
Shutter Bars...seccessee+sOOGlO@I0% 
Shutter ShEaves.....cicescssesesess 


60% 
h Lifts... ..6636% 





indow Screen Sas 


Sash Locks— 
ee cay deg A eseceseses TUG LO&SS 
or 8 9 coscees se 0Q@ADS 
D ~— gt Mfg. Co...60% 


avis, Bro 
Elting’s Vestlietins.... eevee AOQ@FOS 
i 70&108 
Gale's Automatic, List, Nov., °97.65% 
Hammond’s Window Springs, A 


Hammond's Window Springs, B. .50% 
Ives’ Patent. eeeeeeeeeeeeeeeseseee — 
Payson’s Perfect mo 
Reading esiogios 


Sash Weights— 


Small lots......% to DOD $19.00 
Ton lots at incre... eee Oe 00@ 19.00 


Sausage Stuffers or Fillers— 
Drow Cut, No. 4, each $30.00......20% 


nterp g- Oncescccccsseces % 

National Specialty Mfg. Co......25% 
Saws — 

Atkin’s: 
Ba 50@50&1 0s 
Butcher, Pruning and Com- 

a @eeé¢eoeeeeeeeeeeeseeeee .40& 108 
C CUIAT ...cccccccccce ee B0Q508& 108 
Cross Cut.. eeeeeseeeeeeeeeeeeeeeee 
Gan ~ 1 
Hand, Panel and Rip.. coves AO&108 

WwW eeeeeeceeeeeeeseeeee 10% 

wo 50@50&10s 
Cross Cuts % 


Gang.. 

Panel, Hand & Rip. peccsosesccoene 
Haines’ Needle POIDL...+eeeeeeees 40% 
C. E. Jennings & Co.’s 


Bu stat te 


Hand Panel, Rip and other Sing 


Miinccssoccences eeeeseeeee 


Cross 13 CUTS... cccccccccccceese45&10% 
Hand Panel and Rip.. ceeesees POQoLUS 


chardson 
Circular and Mill,......50@50&10% 
LC RR See 
Hand-saws.. oo. ccccccccc.c.,.2B810% 


HAOK SAWS AND FRAMES— 
SHEED docccccocscccoccssooccsoceee 
Griffin's: 

— lete* povccecocceoscosces eee 
lades eeeees cocecees 40 l0@508 
Star. Saws and Blades... ..s0se00+220% 


Saw Frames— 


oO. E. Ji ey Gn cn nnenuse eet | 
Red, Polished and Varnished 
doz.. $1.00@$1.10 


es 


Richardson's Wood seeeeee NOt 
White Vermont. .® gro. .$8.50@$9,09 


Saw Sets— 


Atkin’s 
Criterion Saw Sets, 8 doz... ..36. 
Excelsior Saw — 8 doz., ae 
mis & Call Co.’s 


7 er, New |. Pe ose 

Sp pring Hammer.......... rr 
Disston’s Star...ccsccscces 25@ 254105 
Hart's Pat. LO@VEF...cc0. 00s Serttty | | 
Kohler’s: 

“Giant Royal”’........8 doz. $9 

“ Royal”. .cccsceeeeeee® os 7 
Leach 8. ...sseeeees. Cee eeeesses 


Morrill’s 
Now ” $15.00; wo. $15.50; No. 11, 


eT? 


o. 5, 
Ric nw od S-. cistniiinonsse 
me yw Smith & Son, Hammer, 
OZ. ae seeee 
stil 1 an 


man’s 
Taintors Positive. $18. 00 8 doz. 60s 





Scales— 


Chatillon’s : 
Eureka... Co eeeereceeseessereeeeessae 
Favorite.. eeeeerseeeeseeeeseeeee. eete 
Grocers’ Trip Scales......... ++ O08 
pany. Turnbull’s., v0 000030308105 
atc 
Counter, No. 171, 8 doz. $17.0@ 


ea, No. 161. ay doz. $5.7 rT 
Union Platform Plain... air 


Str bsetceeesccccteoss 


Scale Beams— 


Chatillon’s No. dee pat sacs care sll 
Chatillon’s No. 2...500&1l0@0&1l0&i¢ 
Scale Beams, List Jan. 12, '82.500&10s 


Scrapers, &c.— 
Adjustable Box Scraper (8. R. & L. 

Mustanie sestoreocenpery eeeee 404104 
Sey me ieee phe doz., $2.0 
Box, 2 Handle....8 doz., $3.00@$4.0 


oo eeceeeeeeeeseeeeeeeeee 5@60& 58 
Ship Comm ON....++.8 A0Z., $2.40 net 
Ship, R. L BOs Ge occocccccccsccel 

Screens— 

DOORS— 


eeeeeeeeeeeeece ser 
secseccecesessGOHBS 


ae pare st 






Wiapow— 
Phillips 
on tll SCTOCNS....00000.-- COI 
Fly er eeeeeeeeeeceoeeeeeeeeeeeee 104 
Dalesion Screens.........- 608104 
Window Screen Frames... .60&10% 
tearns’: 
Frames and Corners... .25@25&10% 


Gem Window Screen Trams. 
Monarch Adjustable bedeneses 
Scree 


Screw Drivers— 


Brace Screw-Drivers.. eee .25& 10858 
Buck Bro 308 


Screw-Drive eeeeeeeeeer 
EE Mcmncsososecesessenss 40&1 
ton n’s. eeeer.eeeeeeeeee "50@508910 
Pat. Exceisior.......... o» DDS 


eee B& 
Ellrich’s Socket and Ratchet.40&104 
Fray’s Hol. Hdle. Sets, No. 3, Ay tat 508 





oward- ee 
C. E. Jennings & Co......++:: re 
Jennings & riffin......++. . 650108 


1 F seevers 
1 Tose 
x ra "Handle....... 

ny Handle...... 

12 bonized Handie...... vessee oi 
Sargent & 

No. 1 Forg. Blade. pent OTT 
Nos. 20 and » 50@508108 


2 and 40. 
Screw-Driver Bits....% doz., 50@75¢ 
serew-Driver Bits Bits, Parr’s® gro. 7H 

pecial — 
Stanley R. & L. Co 


bly dles.70&10% 
a Re tuber ‘Han es. e108 


tneeesecevasuesecsenessel 


saser a Laan n: 
Champion «00; ++eveere+1 + BU 
* Han 7s Eenesoenonnsees 
Beauty, Pa ee 
Ge 40s 


OZBececece eeeeoeesece 
C.T.W n Wire Novelty Co.40% 


Screws— 


WOOD SOREWS— 
Brass, Plat Head. «+++». 8745008 
Tass, un eeeeeeeeeeer .85% 
Bronze, Flat Head.......0++5+ _— 

Bronze, Round H eeepeseue 
Copper, Flat Head. eseeeeseeseeer 
Copper, Round Head 

— gergnr 


as 


wcoeets 


ers’. eeeeeeeeee? 
iron, ght Flat BT6a108 
Iron, gright & Oval 


foad... sss 








= 


\ 


i ole *he *haclaeby Ay Ay 


Lamers ele e} 


eae oO 


ate .@.@. as € bet OO et ar 
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ite May 10, 1898 
TT 
sooo NOt 
0O$9.00 jron, Forged 
Nick P ited, Heed... .S1GRE Blair’s Cast Steel 
, Round Head....7? Bouve’ Ol. .ceees 
Phosphor Bro seeed e’s Steel .. . veeeeeessD® 
Phosphor —o a a se s Cast agarareessseccscceed Stair Kods — 
ie side Kno b Screws. 55% Sto erson’s Cast Steel... eocee 5s Black Walnut wa Perfo 
"o River Plated, Fis Pee SSE Seses eres ) H _ Cast Steel.. eeeeeses 5% Brass, Ovalo eeeseseeeseeseees 60% H rated — 
® HINE eeeese 8 = 
a te tion discount. ee Numbers. Per Bor. — 
b25& 10 — aa segtessenserese ss 08 Po a Tongs— i oreneeerterriwperet 3 00 55 
tides. A eooeee eee ae eoesee Cross ecoeeose ° 
ie iron, Round seeeeaeaeeeenehe Iron Head...... + oda leap bot ludeie St a the 5 1D 20 
9.06 papa eeseeeeeeseces eeee Ud&e5s ocks and 10% by 4 
‘ Hand Rall. eoeecareeseses ERISA DIM sie Hunters’ Genuine, 8 Holroyd & a 8 .00 5 
lo. 11, crews. List Jan B. 30, 1806 % gross, $10@11.50 meat EET TT Chicago or New lll 1.05 
3.00 ; BENOH, HAND me. 0& 5@85% Sign Letters, Figures, &c.— Butte no egal personas ork delivery. 
Bench, {ro : = Aluminum S. & N. : rdner........ ee ers’ Shears, &c— 
+f De B dogs FO! 1a Bi Sign Letters and Fig Se a Shears and Sni 
mer, Wet. teed 4, $3.50 r Pla igures.......00¢ ‘sm OO ene rsesseeees + 40Q508 Snips, J. ps (P. 8. & W.).20&2s8 
+ $4.75 ee aad ‘ Petrie oe a errnnneseroeeess Reece’s Emenee See ee .. 2bS Snips—“Clauss” n& eeeseese 
on -seveeseeess< G0810% Skate Sh os siatieeaadae PIPE MAKERS— enna Pe 
Falls, Roller Pit arpeners— Holroyd & Co ” PP smreorar 
oii e ae eoeeeesee ates & 
“fails, with- 8 doz. $1.75; B® gro. $18.00 8 — ed and Pi 
254 e +0 + 0G 108108 Slaw Outters— dil ———E — 
= MOBS erie i: go ye ng Tobacco Cutters 
pees ete eeecesces 104 yy a mnt 
105 ccccccccccces OOM LUS TKnite, eee. acne aia es ses Co... 40% 
; Scroll Sa Knives...... gro. .00@$1 Bench Sto eeeeeeens 
sit Rarnes’ N “a —_ Quiters...-... ba Ard 8 = erator 
298.0 rgb... 0. 1, $8; No. 6, $10; No. ugh & Bap Om ie gi _ stor Polish— Backus and Union. 
oe rye Pola, Stove co father ik 
0. E. Je eeeseees Seeeeseeseee Be Vegetabl Me ent’s.........,70&10@70& ees 258 
Lester. complete, $10.00... ike ~ Enterprise, ..ecssese0e208 seninaene aman +++» T0810@ 7081046108 
it Rogers, complete, $4.00....... iki —_ ——— arpet Sweepers. Pren LYOD.. ss sseseseesenengs Ly 
chor Ceeeeescessesseces 
— eda oe eves. oe Mfg. Co)...+.....65% a Tracks, & 
Grain....ssee Covert, Mfg. OO...sseveve+4 Abe log See Blocks. agian c.— 
bL. Grae ieee oes eeseees Tacks B Comb. ea 
10 this! edacidgssdaei0aos Clipper... eee Mi. a ng Double Steel 7... 50 
Daaiee meee 0 , mun eee 
Be Dest ee a ain, Wg tie = 
0654 at onal.. Be aii See ae ccccct SEDs Carpet Tacks: ee D.H. Be ig: & doz...... $1.65 
Raisin, Enterprise aire meta g ime oveee LO&5S American Double G . e’ch 
0 net eseens naiiemeinae German, new list eeeeeeeer.eee O& 5S Americ ? Blued. eeee .90& 1090 & 208 Double mrapple! For each. 93:35 
+105 Sargent’s: t 408 10@40& 1041 Leath ae, eens. +» DOA IEZO plete wi 18 1 Track com 
Shaft ines Wanene Guard Os ‘ ] er eeee eeeene 25% Faultl th clar 1ps R ft m- 
gs5— Covered ren 70& § aeeeeeee senawe eeeeeesese ess teel ry mA 09 
— Covered Spring.......... manus «70a, 2ane.. SE a Pulley, Fig. 435, @ doz... P 
pugey, "No. 8 ® Set Covert +. pentane Swedes, S. S.e.cssscseseeee, , 854108 pen cee bee se 
Surrey, No. 9, Bete iil $2.60 ee ae ate "Tene. Iron Tacks: cemeees Bloor Hooks, 9 in @ dos. “eg 7 
. 508 peseesese ° oe ae uckle Snaps 8. weeanosoasesoooesssose Fl milee in ” , 
| ns eg ae hc ae sade Te in ha 
ye Acme (Cast) Loo etic Bn at TACKS... .0+s0ee0e- .90@90& 1% anging Hooks “id ‘scan . 
|e i ec a ny acid er reenter mee oe ae 
Steel Nick voeeees QUEUE Open Eye el.........., | GO Brush Tacks and Nati OOKS ry *s 
Barna eled.. eeece Orssevsees £35 rush Tack eee ee SS 90& 0 teel ingle 
tlomen rd” 3 Lamp Trim’rs.® doz. Round ye. me Chair ‘Tacks and Naiis....... Theelbs He nging ome doz. 60 
&1 N $3.75 d Eve Swive TeETELET Cigar Box N eeteseesecses &10% Track, 10 i 8 for "Wood 
ws Nickel.. nteeeeene Covert Saddle pad tesesee Common ails... .see oe. é Hanging Ho doz....... 45 
108 D apan aaliel ee ee Banner.. ry orks: Finishin and Patent Brads. eeeeee Us Track 14 OOKS for “Wood 
“ils Darenport Cutis ery Co.'s. . .60@ 60810 _- —— peenaqmencgnnehiet Sip taste Og leable 5A 55 
St.Trimmers,et 6O0& 8 RTE wigubaqneninennensnen eho nie Sip nd Se 8 don. 
a Tailor’s Shears. 10@00810810% Batley's Stanley A Hungarian Nails: St SITTIN onge ee nan 
ig | Ernie 1. ee Prone cn trnevercse-@ om, Bie oa = “aif 
: ymour’ Noo nae doz. W& anges ES NAN NR RN TRO aa arture Sling eescecs 50 
50S ie 0 Let, Oe on our Smith spice yall at Trae Tacks......... cone eS mo 
ae 1o&i0s “Wood, Best... Da. ..208 Trimmers’ "Tacks: scoccsecer = ae Tae atng reves).< $12.00 
eeeeseeseeeeseee ©00000086068 ne eeees ood ram aT.. * 
5A a pemeey ME erent ood, 2nd Qualit “ae greecaiil B06 8-8-0002. sevseevenesnees 4 BOSRDE Hook; Fig. 40 zame Pulley with ate 
BOs Tin Sni ‘ ee OSI eeeeseesec oe a OZ. 2. 2& runk and Clout ee , 85% nde tee Kamer * e808 
DBcoccccce 0% 104% teel ils: v. Car... W 1 Track 50 
b 3 iets OEE Spoons and Forks— _jStegh Tinned ecwosssscsesoneeetO Rope » Hitch vo h. @ doz MEiiceces 
7 esa— mae TROK— holsterers’ Ritsgconeveasesesnesetum Sinsle rail Car, Sin nglo Steel i 360 
104 we Cen. Stamp. Co’s list. BO oseccecceeressscore sess BER x LS a Track with 
eeeseeseseeeees iu poteesaeenns 
i aved's Patter... osln@as B.S. Se aS. & rr Forks.. Soa Oeb0K MISCOELLANEO 10&5% Steel Prone Puy wen $1. y 
ee ere eet hee tet ee east 
& E. lis eceeses 10@60&10¢ SILVE eeeseeseeereeeee 25% 6 a x 00 Walk eeeereeeesres 
10s “9 t Augus t 15, 1895. & bs 4m R PLATED— Can O en, ecccccccce box $1.5& Ww er Fork, each.. eeeseQu. 
05 Russell's Anti 10@9608 104-54 Holmes w& Eaweras si Dble. Point. it Beene BFiokins rought Rafter Brackets, wa 
“4 18, 1 Anti-Friction, list Dec man Son, Silv ode cote Hammer Carpet Tacks... gr. $45 eeeeeeeeeeeeeeseeeeesese § ®& 
08 SLIDING —i— Meriden B Sipe ogue 6g acks. .6634& & Transo 
ri net m Lift 
is a Reese {00 Rogers Bros is Plymouth Rock Tat POD ae, ie 
m Sargent’s oS MRC 7. aT Wm vag FS cole Tacks. 66765:39) & Bronze Metal, with soslogiesionts 
~ Shoes, Horse Mul poss lal er & Oo.....¢ .. 60% Tack Pullers— 2% I steed *eeeeeeecers ry’ 
B a : geuert eSritannia vs Columbia, No. 1, per doz., net,....$1 — el —Stepaeanigaonenain = 
0s % ° 66 a ieee ayso eeeseesesesesese 8 
1 pm Ry ys Phenix = N “B” Spoons, Catalogue Little JAGRccccceccecccoee don $146 g y' “ee Grip, Nos. a3 and 
Bryden ms. om obb’s,.$3.15@$3.25 ickel Silver, Catalo; -net List. 0 haw's w's eccerrceee? 100 100, $12.00 
s Gi ium and He eae Lig ht, Britannia gue B” Tapes, Measuringe— pper Finished. 
. a Rubber Cush'd e $4.75@$5 5.25 Germal eeeeeeeseseeces net List Americ . VOF. ++ alehidnniexanse tena 80.& 10% 
’ — Side-Wolsht, * $1. EO German Biber ce 0Ode face". cecceces AU 1IN@504 —_ eevee eT U@I0&108 
nawhenied xtra . Hall & Elton. Keuff 
: Hart ford. Side-Weieh @37.0 Wm. — yee al ag ahh Co , New Tet, pony ps— 
nd Medium... a t, eke 184 Beowe Mite g. Co.: cash Bn ry eee uh: -cessnegs eK — 
Waris improved Saow... oe 00 «22% Rogers’ German Silver.. 046% aad mctalilss Abas © Meaerpebee MiBOestecssserscoacce 
—e«'= Pad....8 set, $2.50 Rogers Silver Metal... b0d:10a06s Taps— Pens eng —" sie 
5 rices, rs 
: Shot— p on prings. ici te iii ee Erie 5 aamelecaaal 
. See Ammuniti Disston’s eeeee ceveee OODO5&5S Hote io BAR. sceccesecsececee MMe 
‘ on. Try Square and T Be seevees» USLO@ISS Metallic Mouse, 
Shovels and 8 ad Starrett's Microm hey eeee seeeeee d....60@.60461¢ 108 pnareves = egg  F G08 no 
4 0, Ames & P os— Try Been ee Caliper 1&5 Mouse, Bonanza....® 60 
C. 8. hapa uare and T Bevel. 3080 Telephones— Mouse,Catch-em “dae “FI 1.00 
at. Cast isea, Soseovecsseng Winterbottom’s 10&10s Union Electric C eae Del pee 15% 
seeveereeeee AOL Sata Try & Mitre.50é&10s Letter = Complete....each, Mouse, pa a Bg $9.00 
oe 75& r By f «+ CAC 10. . ee 
eee: Sat ptiernetag reach, abo eee Choker, 8 Sdosholcs. 
. b. cars Cleveland Schuyler Rat Killer, No. 1 @ 100@9c 
$13.50; No. 2 @ gro., $15.00 
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Smith & Egge Mfg. 
Superior Rat ag My doz....$15.00 
Yankee Mouse Trap, # doz.. $5. = 
Yankee Rat Trap, # doz.....$11.00 
Specialty Novelty Go: 
Snap shot, 2-Hole....@ gro., $4.50 
Snap Shot, 4-Hole.. eB gro., $8.50 


FLY- 
peitoon. OZ $1.25...... 13.50 
Loss $s. 16.50 
Bien @ dos: ssi 25: % gr. 13.50 
Harper....# doz, 1.75: ® gr. $16.50 
Trowels— 
Brade’s Dt. onasieckeocossuntebaeee 
Disston’s : 
Brick ®eeneeere S®eeeeeeeeoeeeee .25@ 254108 


lastering.....seessseeesD0O2I@1 (% 

Pee Dg. teeeesesecscecseceesses sOUM 
C. E. Jennings & Co. 

ete eeeeeee ak 


Plastering. eeeeseeeeceeeeeeeeeeene 

Pointing. eeee Pe 
Wm. Johnson's: 

Bri eeeseetoeaaeeeeeeee re 

Ee 

Pointin ng. PF TES Oy AO 40% 
W. & McP. Plastering... .25@25£1% 
Peace’s + amped necoseua d& 
Richardso eeeeeeeeeseee .25@25&108 
** Rose” 





“Brick Plastering and 
Moulders. .....s00cee0+2 se QwWwe a 
Sargent’s Garden, No. ib. ; : ; ; ail 50% 


Vegetable Slicers— 
Enterprise Mfg. Co, -secscceeeees e208 





Wagon Jacks— 


Covert’s Saddlery Works: 
Victor, # doz., $20.00.......60&20% 
Daisy, # doz., $12.00. oe ecees OUS208 
Lane’s Steel eeeeeceeeee a 


Washer Cutters— 
Otis A. Smith’s... eeeeeeee .20&10&104 


Weather Strips— 


Church’s: 
Axtell, Lacquered, 36 in. ® doz. 


Axtell, Lacquered, 42 in. 8 doz. 


Axtell, Pol. Brass, 36 in. 8 doz. 


Axtell, Pol. Brass, 42 in. @ doz. 
$15.00 


Weed Diggers— 
**Pastime”’..........% doz. $1.75 net 
Window Cleaners— 
Barnes Mig. Co.cccccccercccccccec 40% 
CURTOOM'S. crvccccccccccs peeve ete LOS 


Window Mirrors— 
Bayer & Co.’s...... # doz. $21.00 net 


Wi dow Stop Adjusters— 


Wire Rope Olips— 
EE 


Wire Stretchers— 
W. C. Heller’s Grip.....# doz. $1.50 


Wrenches— 











ee 104 
t (Bright). $23.20 


*eeeeeeeeeeeer eb&1C@r08 












ccccecccccc cman 
Gas weceeneee -~ 
n Black d0e0s 


Bright.40&5s 
eee — 30@D33445 
eeeeeeeeeeeeeee 15@15&10% 
Brace.....++++-15@15&108 


Tr + 


bebe eeeeeees 10& 


pte 
Donohue’s Engineer......... yor 
Eagle Pi 50& 108 






pe. *®eeeeeeeeeeeeeeeeeeee 





- a gh Te Pi end Mak teen 
T or Coste, u SCO ee eee, 
Trimo Combination.......... - 
Webo tibia Pi Pipe and Nut. |": hee 
ba oa & Barnes: 

cm 

All steel Pipe..... ES 

> ~eeeredane peabes eo 


Diamon 2. Sh 
Drop Forget Engines sguath Ig 
Hercules............+.... 708 1 @Tbg 
Improved Knife Handle t Pipe 


Machinists’ Knife Handle Os is 





@QwW&E W&M: 
Regular..... occcce ed Gco@’ 0 
J. He Williags Brat TTC pet —— 


Wringers, Clothes— 


In lots of less than one dozen. Cash, 
Am, Wringer Co.’s list, J | 180 4 


peek ALF haar Co., list Ma 
list Jul Dah 104. e 
National ringer & Mfg. Co., list 


is Bat Be echnwkdédnuninessceanas a 
Peerless Mfg. Co., ‘list Feb.. 1392,. . 

Nore.—Ov lots of 1 dozen a dis. 
count of 10s is oaeen given. 


PAINTS, OILS AND COLORS. 


Oils— 


Linseed,City, Raw, in barrels..® 
BALION....cceccceccccccvcccccceess4BC 
Linseed, City, Boiled, in barrels # 


Dry Colors— 
Blue, Chinese........8@ B 30 @35 
Blue, Prussian......8@ b 29 @33 
Blue, Ultramarine..@ b 6 @% 














Vv 
entilators— Ives’ New List “seeee sebenseeeeeenee Or Sienna, Italian, 

CHIMNEY— Taplin’s * Renteciben seceeesees-60% Out of Town on Spot..#® gal......43c burnt & powdered #@ b 4@10c 
Pancoast’s Double Deflector. 70&10% Calcutta, Raw, in bbls....#% gal. 54c Sienna. Italian, 

wINDOW— Wire and Wire Goods— Lard, Prime City......8 gal. 47@48c raw & powdered...@ b 3 @d}e 
Panccast’s ” C. mmon Sense,” Brass Wire,.. - 40% Western, Prime, eeeeeseoeeece .45@i6c bf ome Turkey, er) b 21493 ‘ 

doz. $9.00 Bright Wire Goode, Standard list I, Be Boctcceceecasceccssceestee Umb i “Ae 
Vises— 85&10&1' @V&1% No 1 32@33e mber, iurkey, 
Cast Stee] Wire.....ccccseccceeessD% ‘ i al ha il Ri ia, PAW .ccccecce eeeeeeeee | b 244@3 Cc 
Solid BOX. ceeseees SOMlOQWR1IIL10E Cop r Wire Srccceccececescoscosvcees Green, Chrome, Or- 
PARALLEL— Malin’s Annealed and d ‘Tinned el Paints and Colors— nS en #4 @2e 
Armstrong’ Malins” g Brass ‘and Copper on Barytes, Foreign, # ton, Green, Paris, in bulk,# b 134 @l5ke 
Combination ........ ssocenscees tte a sere eeeeeee eeeeeeeeeeee $18.0U0@ $20.00 Indian Red, Ameri- 
eeeeeeceeeeeeeeee Te: 
Athol, Oval Slide...........;, 604105 Brt we Ann Nos.0to18...80&1(@  _Barytes, American Floated, # ton CAD..scsssssesseeee@ D 2408 
Bonney’ fs — vite — oe " nny Sesen ‘ $22.50@$25.00 Indica Red, Eng- » » AKO! 

er or ude rew _ *d, os. 0 10 Barytes, Crude ton, 8. 10.00 Blessccccevecvers ove 4 
een eRe > SE Rok Ot. OSI Waite Leod, sentinei tier. to 
pole med Bench. eaceeeemen "5&1 tea a et Be Colors in Oil— 

we and serseecessesssesd . BB4g% Pi t re Wire. eeeseer . New list 854¢ 108 
Millers Falls, Mechanics’...net@1Us Steel Music Wire, Nos. 12 to 30, yey Lead, American, we Black Cone Japan B® D..18/4@2 
Moore's, COP ee eer eseeeeeeeeseresees . 20% Imported wis aie ai cael 60@700 of COOKER HEE H HHS HEHEDEEE SED OS 14@6c Black Coach Japan, In 
PATRON'S sss ceseseeseses ens sROQRO% Stub’s Steel ire....-- $6.00 to & 308 White Lead, Foreign, in Oil, # Oil eccoee jeededineseoee = 12 @13 Cc 
Oval erate poge0eseesseneeeell 10% Wire Clothes Lines, see Lines. 8@8lic Black Drop — 2 tb 7 @10 c 
Victor.. . eeeeeoeaee eeseeer ee sii egies 
Prentiss............. eee Litharge, Kegs, # Dccccecccens bec Biack Lampblack, 
Sarg ents.. pasooeesoess TUd&10% Wire Cloth, Netting, &c.— Zinc, American, Dry, #D....4@444c Bett. ccccscecicacee OD 1 OBO 
Simpe n’ 8 ‘Adjustable. ee Black lLampblack, 
ste tep ens’ eeeeeeeeeseeeeseereecee 25@30% Galvanized Wire eee | P led 
We Mecoseseccte boss « 0408 5@405 108 Painted Screen Cloth a... Putty— COMMON ......ee000-% DT @l0 c 
D . 

AW FILERe— 00 aq. ft..$1. st 10 Inbbls. and half bbls........156@15  Bine, Ohinese..... 8 ae 
Bonney’s Nos.2&3 $15,00....,50810; Steel Bolting Wire Cloth...... Putty in Bladders............134@2 $00, PTUSHAD 0000.7 DO Om € 
Stearn’s Com., No. 0, 1, 2, and 3. .5us Blue, Ultramarine..#@ b 16 @?l c¢ 
Stearn’s Rubber Jaw, Nos. 10 and Putty in TinS....cccccccccseseere Q2yy 

4 Wire R Sienna,bur’t ...,sses- .e b 8 @lz2 c 
Wentworth’s........ cccoscscece 498 —— Sienna, raw.......0..8 DB 7 @10 c 
List. ‘ Spirits Turpentine— Umber, burnt........8 B 7 @10 ¢ 
Wads— ee einapeense aes mee — In regular bbls..............s1@——c Umberraw...........8 B 6 @10 ¢ 
See Ammunition. Iron, Galvanized. re &2% cash In machine bbls...........d94@—c Brown, Vandyke....#% b 7 @l2 ¢ 
Sold by ail Jobbers in | Hardware or Plumbing. 
Made only by. . 
FITS ANY IRON 
Want to see one? Send us 25c. We will mail you one. ALBANY, N. Y. ‘ 
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Van Voorhis & McNair, 
journal very much. 


all good live dealers. 


“OF INTEREST TO LIVE DEALERS.” : 


Crawford, Neb.: 
It always comes to our desk full of 








We like the 


bright, sound matter, that cannot but be of interest to 








**TOO VALUABLE TO BE WITHOUT.” 


Charles T. Mitchell, 
too valuable to be without. 
PVN VLIVIVLF LO LVL NINA NLD NINN OL LA 


Baltimore, 
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J. C. Tanger & Co., 


specimen copy, 





s 


\ e—e—_ee ek. EE ees . 





f. 





Buck Bros., 





Hanover, Pa.: 
losed for one year’s subscription. 

we think it one of the best, and that it 
cannot fail to help us in our business. 


Millbury, Mass. [ Zoo/s]: We appreciate 
the great value of your paper as an advertising medium. 





**CANNOT FAIL TO HELP OUR BUSINESS.”’ 


After examining a 


Please find $1 en- 2 
: 
: 
> 
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0004s : ; , aa 
ii 
ane Arranged by R. R. WILLIAMS, Hardware Editor of The Iron Age. 
Ode Lug , ‘ ‘ , 
ge These Price Books are made in a variety of sizes and styles adapted to pocket, store or desk use, and 
Tet are. Specially arranged to meet the requirements of the Hardware and Metal trades. They are printed on 
re paper of superior quality and bound in grain seal leather. 
i ; 
'& TK 
10& 54 | Vays: Ay 
—_— an 
me 
Cash. 
B05, 2 
894, = 
ae” — 
— Price Book B. 
2... Columns are = aces = — name — number or size of a 
‘ for noting from whom purchased, date of quotation or purchase, list ; 
a dls aa discount, and for entering freight expenses. Under the heading of In this book each page is complete in itself, and the record of price$ 
selling prices, the oo and any special price or remarks in regard to a not, as a Beene ik maak te ee ee he a 
the gz s are give ace. Size é x ine x a iarger rang JUS ; i rd, f e 
he goods are given place. Size of page, 4 x 7 inches use of familiar abbreviations is sufficiently large for the convenient and 
FOUR EDITIONS: concise record of prices. Page, 4 x 7 inches. 
P $1.00 (oo - FOUR EDITIONS: 
35 A, 200 pages, . = A 4 é ad ) ( pages, - - $1.50 B, 200 pages, . © $1.00 B 25 400 pages, = ~ $1.50 
38 A F, 200 pages with flap, : 1.25 A F 2, 400 pages with flap, 1.75 | B F, 200 pages with flap, 1.23 B F 2, 400 pages with flap, 1.75 
125 
The headings in Book C run across the 
010 ¢ top, in a line parallel withthe hinge. The 
details of weight and freight contained in 
D4iKe Book A are omitted, and a single column 
headed ** Add ” given for the insertion of 
| freight or other expenses. Under the sell 
b314¢c ing prices space is left for the wholesale 
price, the retail price, and for remarks. 
wa Page, 4% x 7% inches. 
FOUR EDITIONS: 
2 ¢ C, 20 pages, - - - $1.00 
lbkKe C F, 200 pages with flap, - 1.25 
C 2, 400 pages, - - - 150 
3 ¢ C F 2, 400 pages with flap, - 1.75 
Ely —_—— a 
Suitable for desk and store use, 
and for salesmen on the roud. A 
1) number of pages at the back of the 
book are arranged for memoranda. PURCHASED 
a Page, 544 x 8 inches. ARTICLE nl 
0c FOUR EDITIONS: 
D, 200 nages, - - - $2.00 
; D F, 200) pages with flap, - 2.50 ) : ~ mM a 
Cc D 2, 400 pages, - - - 3.00 ; ° 
D F 2, 400 pages with flap, 3.50 ee ? Price Book D. o-~ 
0 ¢ ae — nano - 
dD ¢ 7 . : 
+ PLE INDEX PRICE BOOKS 
1 MULTI ; 
y ¢ A special feature of these books is the index, which is arranged with special reference to the classification of Hardware Goods, each 
) ¢ index character giving the first two or three letters of the names of Hardware articles, There is an index character to every page, enabling 
de immediate reterence to any of the contents of the book. The ease and convenience with which the books can be used is indicated in the 
le following examples, taken from Book F: 
» ¢ For Augers, turn to AU For Chisels, turn to CH}; For Iron, turn to IRO 
—_ * Parers, Apple ™ PAP * Cutlery, .. CUT ** Trons, 7 IR’S 


Both E and F are made of Heavy Ledger Paper and strongly bound in grain seal leather. 
ae — AD GU Sts 
ce: | RSS AN HAM SCR 
nes a 7 AU HAN SCY 
id a H : AW HWA? SE 
AX HI SHA 


Fac Simile of Indexing. 


Price Book E—350 pages, 7 x 10 inches, canvas tab indexing. Price, $5.00. 


——— - a —-— ——$—_— 





- Price Book E. 














7 pre AD DIE ME SI 
Sepia MM AN DIF MQ SK 

! : AU DO NAI SL 
AW DRA N§&S SN 
HH ee AX DRI NU SO 
Price Book F. 4 Fac Simile of Indexing. 


NN ll a 


‘ADVd AMGAd 0} JajoeseyD 
Xopuy ue SI 349} yf pue gq syoog a2iJq Ul—*3}0N/ 











556 pages, 8!4x11 inches, black leather tab indexing with gilt lettering. Price, $7.50. 
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ADDRESS 


| HARDWARE PUBLISHING G0., 143 Chambers St., New York City, 
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& KING PERFORATING Co. 
CHICAGO. 
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Press Plates. 
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PERFORATORS OF STEEL, IRON, COPPER, ZINC, BRASS AND TIN. 


For GRAIN CLEANING AND MINING MACHINERY, SUGAR AND MALT HOUSES, BRICK AND TILE WORKS, FILTERS, 
use WOOLEN, COTTON, PAPER AND PULP MILLS, DISTILLERIES, FILTER PRESSES, SPARK ARRESTERS, GAS AND WATER WORKS, 
in RICE, FLOUR AND COTTON SEED OIL MILLS, STONE, COAL AND ORE SCREENS, OIL, GAS AND VAPOR STOVES, COFFEE MACHINERY, ETx, 


STANDARD SIZES PERFORATED TIN AND BRASS ALWAYS IN STOCK. 


Main Office and Works, No. 240 North Union St., Chicago, Ill., U.S.A. wo. 28d Pent SeONSS york. 
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PALMER’S HAMMOCKS STILL LEAD. 


Again ahead of the world in variety of colors, styles 
snerchoeriene gs e-tsty-ts pose and sizes, in our elegant line of 


assortment of bales for small 
mee Perfection and Arawanna 
Hammocks. . ° . > - 





YY) 
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% PANO YD . 


XA 
XW 
\ 





" : de 
AWA SONA VE 


Infringers are being prosecuted. 





a ‘ 
~ a 


The Latest Leader® 


Cur N2 oer ey. 














Palmer’s Dew Utopia Se arenes 
Hammocks. . .. 
Superior to all others. @SEND FOR 18 8 CATALOGUE. 


MANUFACTURED BY 


att 1. E. PALMER, Middletown, Conn., U.S.A. 
THE NEW HAMMOCK, NEW YORK OFFICE, 62 WHITE STREET. 





RDAR HAAR ANAC HAAR AAC AAA AAA AA 





rson ce nts en Aloe wanetacterer of Canopies, Mosquito Netting, Crinoline Dress Lining, 
Beg rmsion Sins ‘** Window Screen Cloth, School Bags, etc. 
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sitting to a 
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ant anit | CH Patented 
0) Wm," THE BIGELOW WIRE FLY KILLER. "3" 
A . i 


Indispensable for Homes, Hotels, Offices and especially desirable for 
Sick Rooms, Sanitariums and Hospitals. DOES NOT CRUSH THE FLY. 
Does not Soil nor mar the most delicate wall paper or ceiling. *# a «@ 








2333535 SEND FOR ILLUSTRATED CATALOGUE AND PRICES. G€€ee 


J. fT. GS, “Sea a ne. 























LADD’S 
4 
“Count v 





Means time saved, trouble saved, temper saved 
and, consequently, money saved. 





=> Assures accuracy, thereby saving you the. neces- 
sity of apologizing to yourself or to some one 
else for errors. 


Comprises 200 pages of conveniently ar- 
ranged tables, embracing 120,000 computa- 
tions, giving the net of any sum at almost 
any combination of complex discounts. 


REGULAR EDITION, - =- $3.00. 
DOUBLE INDEXED, - - 4.00. 


Sent post-paid on receipt of price by 





HARDWARE PUBLISHING CO., 
. No. 143 Chambers St., New York. 


Ladd’s Discount Book . : 
— 
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HARDWARE BUYERS’ DIRECTORY. 





CLASSIFIED INDEX TO ADVERTISERS. 


Agricultural Implements. 


John H.Graham & Co., New York. 
F. E. Kohler & Co , Canton, Ohio. 
F.E.M ie Ol Oro. “Ashland, Ohio. 





Underhill, O & Co., New 
York. 
Anti-Friction Metal. 
Magnolia Metal Co., New York. 
Anti-Ratiler. 


New Jersey Car Spring & Rubber 
Oo., Jersey City, N. 


Anvils, 
Alfred Field & Co., New York. 
Van W ner & Williams Hard- 


ware Co., New York and Cleve- 
and, Ohio. 


Apple Parers. 


Goodell Company, Antrim, N. H. 
“ox Hardware Co., Reading. 


Architectural Iron Works. 


Berlin Iron Bridge Co., East Ber- 
lin, Conn. 


Arms and Ammunition. 


E. I. DuPont, De Nemours & Co., 
Wilmington, De 

Alfred Field & Co., “New York. 

Harrington & Richardson Arms 
Co., Worcester, Mass 

Hartley & Graham, few York. 

—* Rand Powder Co., New 

or 

Remington Arms Co., New York. 

Union Metallic Cartridge Co., 
Bridgeport Conn 

U — se a Powder Co., Ba- 
avia 

Waterbury Brass Co., New York. 


Art Hardware. 
Reading Hardware Co., Reading, 
a. 


Babbitt Metal. 


Bruce & Cook. New York. 
Magnolia Metal Co., New York. 


Barb Wire, 
Fuller Bros. & Co., New York. 


Basin Plugs. 


New Jersey Car Spung & Rubber 
Co., Jersey City, N. J. 


Bearing Metal. 
Magnolia Metal Oo., New York. 


Bells. 


Bristol Bell Co., Bristol], Conn. 
- Doughty & Co.. Philadelphia. 
Dunbar Bros., Bristol, Conn. 
John H, Graham & Co.., New York. 
“—— Departure Bell Co., Bristol, 
onn. 


Bells, Electric. 
See Electric Bells and Supplies. 


Belt Dressing. 
Jos. Dixon Orucible Oo., Jersey 
City, N. J. 


Belting. 
New Jersey Car Saein & Rubber 
Co., Jersey City, N 
ting & Packing Co., 


k. 
Rossendale - Reddaway Belting 
Co., Newark. N. J. 
Rubber Belting. 





Bench Stops. 
Charles Morrill, New York. 


Bicycle Stands. 


Boston & Lockport wees Co., 
Boston and Lockport Y. 

John H. Graham & Co. a York. 

F. E. Myers & Bro., Ashland, Ohio. 


Bicycles and Bicycle Sundries. 


Aluminum Sign & Novelty Co., 
Columbus, 
Ames & Frost Co., Chicago. 





Bristol Bell Co , Bristol, Conn. 

Geo. H. Clowes Mfg. Co., Water- 
bury, Conn 

Codling Mfg. “Co., Bristol, ee 

Cushman & Denison, New 

J. Doughty & Oo.. Philadelphia. 

Dunbar Bros., Bristol], Conn. 

John H. Graham & Co. New York. 

bain alata Equip’t Co., 
New Yor 

Harrin - & Richardson .Arms 
Co., Worcester, Mass. 

Lane Bros., Poughkeepsie, N. Y. 

—— Miller & Co., Meriden, 


Millen & Van Winkle, Brooklyn, 
New Departure Bell Co., Bristol, 
nn. 
New York Belting & Packing Co., 
Ltd., New 


York. 
Geo. W. Mack. Philadelphia. 
Plume & Atwood Mfg. Co., New 


ork. 
Powe Tube Co., Hartford, Ct. 
mington Arms Co., New York. 


Re 
ficke!s & Nutting Co., New York. 
dge- 


Smith & oe ge Mfg. Co., Bri 


port. 
Speirs Mfs. Co., Worcester, Mass. 
Standard ‘ool Co.. Cleveland, O. 
Chas. J Stebbins, NewYork. 
a ae Supply Co., Detroit, 
ch. 


Bicycle Step Ladders. 
Bicycle Step Ladder Co. Chicago. 


Blind Hinges. 
Stanley Works, New Britain, Ct. 


Bits. 


Alfred Field & Co., New York. 
C. E. Jennings & C Co.. New York. 
Sargent & Co., New York. 

Snell Mfg. Co., Fiskdale, Mass. 


Blacksmith’s Outfits. 
Holroyd & Co., Waterford, N. Y. 


Blocks, Tackle. 
See Tackle Blocks. 


Bolts. 
Berger Bros. Co., Philadelphia. 
Brass Goods Mfg. Co., Brookylin, 


Bruce & Cook, New Rhee 
P. J. Conroy Philadelphia 
Franklin 8. Miles, Phi adelphia. 
Walter W. Woodruff & Sons, 
Mount Carmel, Conn. 


Bone Black. 
Geo. F. Taylor’s Sons, New York. 


Box Straps. 


De Hav-n Mfg. C.. poeere. N.Y. 
Cneey Hdwe. Mfg. Co -, Quincy, 


Braces. 


Lancaster Machine & 
Works, Lancaster, N. Y. 


Knife 


Brackets. 


Atlas Mfg. Co., New Haven, Conn. 
J -. N. , es Ft. Atkinson. Wis. 
Ww. Heller & Co., Montclair, 


N. S 
Stanley Works, New Britain, Ct. 


Brass & Composition Castings. 
H. An Albany, N. Y. 
Redon mag > etal Co., ~~ York. 
Walter W. Woodr uff & Sons, 
Mount Carmel, Conn. 
Brass, Manufacturers. 
Waterbury Brass Oo., New York 


Brass, Perforated. 
H m & King Perforating 
Co., cago. 
Brazing Machines. 
Union Heater Sapply Co., Detroit, 
Mich. 


Bridges. 


Berlin Iron Bridge Co., East Ber- 
lia, Conn. 


Brushes. 


Buchel Brush Novelty Co., New 
Orleans, 


Buffing Wheels. 
Divine Bros., Utica, N. Y. 


Buggy Canopies. 
Sp e Umbrella Co., Norwalk, 
Ohio. 


Builders’ Hardware. 
Norwalk Lock Co., fouth Nor- 


wa onn. 

Russell . & Erwin Mfg. Co., New 
ork. 

— ing Hardware Co., <neo 


Sargent & Co., New Y: 
Stanley Works, New Britain, Ct. 


Bungs. 
John Sommer’s Sons, Newark,N.J. 


Butcher Knives, Tools and Steels. 
John Chatillon & Sons, New York. 


Butts. 


Bommer Bros., Brooklyn. N. Y. 
McKinney Mfg. Co., Allegheny, 


Pa. 
— ng Hardware Co., Reading, 
a. 
Stanley Works, New Britain, Ct. 


Butts, Spring. 
Bommer Bros., Brooklyn, N. Y. 


Calipers. 
Deine. Brown & Sharpe, Provi- 


den 
Alfred Field & Co., New York. 
J. “- ae & Co., Provider ce, 


Can Openers. 
F. J. Hall Co.,Wallinzford, Conn. 


Canopies and Fixtures. 
I. E. Palmer, Middletov n, Conn. 


Car Sealers. 
Charles Morrill, New York. 


Carpet Sweepers. 


Bissell Carpet Sweeper Co., Grand 
Rapids. Mich.; New Yor 

Goshen Sweeper Co., Grand Rap- 
ids, Mich. 


Carpet Stretchers. 
R. W Montross, Galien, Mich. 


Carving Tools. 


Hammacher, Schlemmer & Co., 
New York. 


Carriers. 
¥. E. Myers & Bro., Ashland, Ohio. 


Casters. 
Allerton, Clarke Co., New a 


Castings. 


Aluminum __ & Novelty Co., 
Columbus, O 
C. H. Angus, Albany, N. Y. 


Cement. 


New York Bel & Pac es 
Ltd., New ging oe 
P. H. Starr, Norwalk, Ohio. 


Chains. 
a ee Chain Oo., Bridgeport, 
onn. 
Smith & Egge Mfg. Oo., Bridge- 
port, Conn. 


Cherry Stoners. 


Enterprise Mts. Co., Philadelphia. 
Goodeli Co., Antrim, N. HL. 


Chucks. 
Detroit Twist Drill Co., Detroit, 


ch. 
Smith & Egge Mfg. Co., Bridge- 
port, Conn. 


Olay Screens. 
mn & King Perforating 
“eS 
Clamps. 


Walter W. Woodruff & £ons, 
Mvunt Carmel, Conn. 


Cleavers. 
John Chatillon & Sons. New York. 
Lancaster Machine & Knife Wkzs., 
Lancaster, N. Y. 
Olippers, Horse and Barbers’. 
American Shearer Mfg. Co., 


Nashua, N. H. 
Coates Olt r Manufacturing Co. 
Worces ipper Mar 
Alfred d Field & Co., New York. 
John H. Graham & Co., New York. 


Clock Springs. 
Wallace Barnes, Bristol, Conn. 


Closet Pulls. 
Smith & Egge Mfg. Co. Bridge- 
port, Conn. 
Clothes Dryer. 
Hill Dryer Co., Worcester, Mass. 


Coal Screens. 
Edward aw | & So whe meen 
Harrin & King orating 
Co., cago. 
Coat, Hat and Oeiling Hooks. 


Atlas Mfg. Ov., New Haven, Conn. 
Brass Goods Mfg. Co., Brooklyn, 


Van W: er d Wiliams Hard- 
ware ew xor 

OC. T. Williamson Wire Novelty 
Oo., Newark, N. J. 


Oopper. 
Bruce & Cook, New York. 


Copper, Perforated 
Harrington & Kins Perforating 
Co., . 
Oordage and Twines. 
Samson Cordage Works, Boston. 


Oork Pullers. 
Enterprise Mfg. Co., Philadelphia. 


Oorkscrews. 
Alfred Wield & Oo OCo., Erie, Pa. 
., New York. 
C. ” Wire Novelty 
On. ake N. J. 


Counterfeit Detectors. 
Pelouse Scale & Mfg.Co., Chicago. 


Orayon. 
Jos. Dixon Crucible Oo., Jersey 
City. N. J. 
Oresting. 
E. T. Barnum, Detroit, Mich. 
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Ourled Hair. 
Baeder, Adamson & Oo., N. Y., 
Phila., Boston and Chicago. 
Curry Combs. 


John H. Graham & Co., New York. 
F. E Kohler & Co., Canton Ohio. 
b ~ 4 York Stamping Co., Brook- 


N. Y 
Surpten. Dunn & Co., New York. 


Curtain Rings. 
American Ripg Co., Waterbury, 
Conn. 


OCatlery. 


John Chatillon & Sons, New York. 

Alfred Field & Co., New York. 

Goodell Co, Antrim, N. H. 

Hammacher, Schlemmer & Co., 
New York. 

R. Heinisch’s Sons Co., Newark, 


Lancaster Machine & Knife 
Works, Lancaster, N. Y. 

Harral & Gray, N. Y. 
& Sons, Sheffield, 


Co., New Haven, 
& Nutting Co., New York. 
.Co 


-.. Brockton, Mass. 
Sons, Newark, N. J. 







Outters, Fodder. 
Silver Mfg. Co., Salem, Ohio. 


Dampers. 


Arcade Mfg. Co., Free 
Troy Nickel Works, 


ort, Ill. 
bany, N. Y 


Dies. 
Ferracute Machine Co. Bridge- 


ton 
F. E. Myers & Bro., Ashland, Ohio. 
E. to ee Press Co., Watertown, 


Display Brackets. 
John N. Hager, Ft. Atkinson, Wis. 


Dog Collars and Muzzles. 


Alfred Field & Co., New York. 

Tower & Lyon, New York. 

7. Hardware Oo., Torrington, 
nn. 


Door Checks and Springs. 


John Chatillon & eone, * New = 
Norton Door Check & Spring Co., 


Boston, Mass. 
— & Erwin Mfg. Oo., New 
ork. 
Sargent & Co., New York. 


Doors and Shutters, Iron. 
Berlin Iron Bridge Co., East Ber- 
lin, Conn. 


Drills. 


Covenet Twist Drill Co., Cleve- 
and, O. 
—— Twist Drill Co., Detroit, 
ch 
Alfred Field & Co., New York. 
Kearney & Foot Co., New York. 
Silver Mfg. Co.. Salem, Ohio. 
Standard 1 Co.,. Cleveland, O. 
J. - | coum & Oo., Providence, 


Whitman & Barnes Mfg. Co., New 
York, Cincinnati, Chicago, "Kan- 
sas City. 
Drills, Blacksmiths’, Etc. 
Silver Mfg. Oo., Salem, Ohia. 





Drop Presses. 


Miner & Peck Mfg. Co., 
Haven, Conn. 


New 


nent Waiters. 
ros., Council Y ames Ia. 


si J, Spaid del, Reading, Pa, N. J. 


Wormer Elevator Mfg. Co., Cin- 
cinnati, Ohio. 


Dust Beaters. 


Planet Mfg. Co., Holyoke, Mass. 


Dynamos. 
W. H. Elliott Electric Co., Cleve- 
land, Ohio. 


Electric Bells and Supplies. 
W. H. Elliott Electric Co., Cleve- 


hio. 
John H.Graham & Co., New York. 


flevators. 
JG. Spoldel, Read ese mg “a Ia. 
el ing, 
Sto yy esac: 1, J- 


Wert Sovaker Mfg. Co., Cin- 
cinnati, Ohio. 


Elevator Screens and Guards. 
H m & King Perforating 
Co. cago. 


Emery. 

Hansop & va Winkle Co., New- 

ark, 
Emery Paper. 

Baeder, Adamson & Co., New 
York. ' Philadelphia, Boston and 
Chicago. 

Emery Wheels. 
New “oak Spine & Packing Co., 
-- New 
Norton Emery Wheel Co. .» Wor- 


cester, Mas 
— iievery Wheel Co., Tiffin, 


Enamel. 
Ohas. + Gitegpie & Sons, Jersey 
City, N. J., Glasgow, Scotland. 
Enameline. 
J. L. Prescott Co., New York. 


Enameling Ovens. 
Union Heater Supply Co., Detroit, 
Mich. 


Envelope and Stamp Lubricators 
Pelouze Scale & Mfg. Co., Chicago. 


Export Agents. 
John H.Graham & Oo. New York 


Eyelets. 
Waterbury Brass Co., New York. 


Faucets. 
Boston & Lockport Block OCo., 
Lockport, 


P. J. near. Philadel phia. 

John H. Graham & Co., PN ew York 

~~ 8 ~aed Mfg. Oo., Phila- 
e 

John ‘Seaner’s Son, Newark, N.J 


Fences, Wire and Iron. 


Baker Mfg. Co.. Allegheny, Pa. 
E. T. Barnum, Detroit, Mich. 


Files. 


Agee 7) e File Works, Anderson, 
n 

G. & H. eeanets Co., Philadelphia. 
pears i sston & Sons, Phila., Pa. 
Alfr Field & Co., New York. 
ammacher, Schlemmer & Co. 
New York. 

Kearney & Foot Co., New York. 
Nicholson File Co., Providence, 


R. I. 
Sickels & Nutting Co., New York. 





Filters. 
J. H. Seed, New York. 


Fire Escapes. 
E. T. Barnum, Detroit, Mich. 


Flat Ware. 
See Plated Ware. 
Flower Pot Stands. 
E. T. Barnum, Detroit, Mich. 


Fly Killer. 
J. F. Bigelow, Worcester, Mass. 


Fodder Cutters. 
Silver Mfg. Co., Salem, O. 


Foundry Riddles. 
Edward Darby & Sons, Philadel- 
Estey Wire Works Co., New York. 


Frame Pulleys. 
“ae Hardware Oo., Reading 
a. 


Fronts for Buildings, Iron. 
Berlin Iron Bridge Co., East Ber- 
lin, Conn. 
Fruit Pickers. 
Edward Darby & Sons, Philadel- 
phia. 


Fruit Presses. 


Enterprise Mfg. Co., Philadelphia. 


Furnaces. 
Union Heater Supply Co., Detroit, 
Mich. 


Furniture Fenders. 


New Jersey Car Spring & Rubber 
Co., Jersey City, N. J. 


Garden Tools. 


Alfred Field & Co., New York. 

F.. E. Kohler & Co., Canton, Ohio. 

ee. Clinch’ & Co., New 
or 


Gaskets. 


New Jersey Span & Rubber 
Co., Jerse 
New York jee & Packing Co., 
New York. 
Gas Stoves. 


Monarch Stove Co., Mansfield, O. 


Gate, Latch and Hinge. 
dd & Houston Co., Brooklyn, N. 


Gauge, Butt. 


Stanley Rule & Level Co., New 
Britain, Conn. 


Gears. 
T. F. Welch & Co., Boston. 


Generators. 
W. H. Elliott Electric Co., Cleve- 
and, 0. 
Glass Cutters. ‘ 
H. H. Mayhew Co., Shelburne 
Falls, Mass. 
Glue. 


Baeder, Adamson & Co., N. Y. 
Phila., Boston and Chicago. 
J. D. Johnston, Newport, R. I. 


Graphite. 


Jos. Dixon Crucible Co., Jersey 
City, N. J. 


Graters. 
Edgar Mfg. Co., Reading, Mass. 


Grindstones. 
Cleveland Stone Co., Cleveland, 


Gummers. 
E. C. Atkins & Co., Indianapolis, 
Ind. 


Gunpowder. 
E. I. Du Pont, de Nemours & Co. 
Wil e 
Laflin & Rand Powder Oo., New 


ork. 
U. 8. Smokeless Powder Co., Ba- 
tavia, N. Y. 
Gun Implements. 


Hartiey & Graham. New York. 
Remington Arms Co., New York. 
Union ware Co., ‘lorrington, 


Conn. 
Union Metallic Oartridge OCo., 
Bridgeport, Conn. 





Balter Chains. 
Bridgeport Chain Co.,Bridgeport, 
Conn. 


Hammers. 


Borger Bros. Co., Philade] phia. 

Montross, Galien, Mich. 

Sargent & Co.. New York. 

Stanley Rule & Level Co., New 
Britsip, C 

E. Na Stiles yoo Co., Watertown, 


The Scranton & Co., New Haven, 
nn. 
Troy Nickel Works, Albany, N.Y. 


Hammocks, 
I. E. Palmer, Middletown, Conn. 


Handles. 


Berger Bros. Co.. Philadelphia. 
P, J. Conroy, Philadelphia. 
Russell Erwin Mfg. Co., New 


York. 
Walter W. Woodruff & Sons, 
Mount Carmel, Conn. 


Hangers. 


Berger Bros. Co., Philadelphia. 
Ney Mfg. Co., Canton, Ohio. 


Hangers, Coat and Hat. 
Cronk Hanger Co., Elmira, N Y¥ 


Hangers, Door. 
Deine. ng. Brown & Sharpe, Provi. 
den 


J Hanger Co. Co., Amnire. N.Y. 
Co... New York 
Lane Brothers, it Tate . A 
McKinney Mfg. Co ,Allegheny, Pa, 
Stowell Mfg. Fdry. Co. oath 
Sitienubes, 
an Wagoner & Williams Hdwe., 
Co., New York and Cleveland. 


Hardware Dealers, Agents, Etc. 


Allerton, Clarke Co., New York. 
John H. Graham & Co., New York. 
Russell & Erwin Mfg. Co., New 


York. 
Sickels & Nutting Co., New York. 
ae. Clincn & Co., New 

ork. 


Hardware Specialties. 


Arcade Mfg. Co., Freeport, I1). 

erger Bros. Co., Philadelphia. 

Bruce & Cook, New York. 

uchel Brush Novelty Co., New 

Orleans, La. 

F. 8. Burrows, New York. 

Clark & Cowles Plainville. Conn. 

Edgar Mfg. Co., Reading, Mass. 

Enterprise Mfg. Co., Philadelphia. 

Alfred Field & Co., N-w York. 

F. J. Hall Co., Wallingford, Conn. 

Hammacher, Schlemmer & Co., 
New York. 

A. N. Jacob, New York. 

F. E. Kohler & Co., Canton, Ohio. 

Geo. P. —“ & "Co., New Or- 























leans, 
James F. santa, Frankford, 
Philadelp 
H. Mayhew Co., Shelburne 
Fails, Mas 
National Specialty Co., Philadel- 





C charles Morrill, New York. 
Patterson, Harral & Gray, N. Y. 
Pelouze Scale & Mfg. Co.,Chicago 
Reading Hardware Co., ‘Reading, 





a. 
be! = Schollhorn Co., New Haven, 


onn. 
Sickels & Nutting Co., New York. 
— Novelty Co., Lancaster 


a. 
Surpless, Dunn & Co., New York. 
Waterbury Farrel Foundry & Ma- 

chine Co., Waterbury, Conn. 
T. F. Welch & Co., Boston. 


Harness Snaps. 
Covert Mfg. Co., West Troy, N. Y. 


Hasps. 


P. J. Conroy, Philadephia. 
- ~marend Mfg. Co., Allegheny, 
&. 


Hay Carriers. 
F. E. Myers & Bro., Ashland, QO. 


Hay Forgas. 


F. E. Myers & Bro., Ashland, Ohio. 
Underhill, Clinch & Uo., N. ¥ 


Hay Racks. 
E. T. Barnum, Detroit, Mich. 


Heaters. 
ees Miller & Co., Meriden, 


SW. _ Co., Norwalk, Ohio. 
Plume & Atwood Mfg. Co , New 
or 


Hinges. 

Bommer Bros., New York. 

P. J. Conroy, Philadelphia. 

F. E. Kohler & Co., Canton, Ohio. 
McKinney Mfg. Co., Allegneny, 


Pa. 
Messing Hardware Co., Reading, 


Sesment & Co., New York. 

Stanley Works, New Britain, Ct. 
Van Wagoner & Williams Hard 
ware Co.. New York. 
Walter W. Woodraff & Sons, 

Mcunt Carmel, Conn. 





Hinges, Spring. 
Bommer Bros., Brooklyn, N. Y. 
Van Wagoner '& Williams Hard- 
‘ware Co., New York. 


Hoisting Machinery. 


Coburn Trolley Track Mfg. Co., 
Holyoke, Mass 

Kimball Bros.. Council Bluffs, Ia, 

J. G. Speidel, Reading, Pa &. 

Storm Mfg. Co., Newark, N. J- 

Warner Elevator Mfg. Co., Cin- 
cinnati, Ohio. 
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Hones, Razor. 


Alfred Field & Co., New York. 
Nor ton ey Wheel Co., Wor- 
ceste 


Pike Mfg. +3 Pike Station, N. H. 


H ooks. 


American Ring Co., Waterbury, 
Conn. 

Boras Bros. Co., Philadelphia. 

W Heller & Co., Montciair, 


we 
Sar rent & Ce., New York. 
Walter W. Woodruff & 
Mount Carmel, Conn. 


Sons, 


Horse Nails. 
Ausable Horse Nail Co , New York. 
— Nall -, Hart- 


J. ©. et nety & Co., New York. 
Putnam Nail Co. Neponset, Mass. 


Horse Shoes. 


Bryden Horse She Ce., Catasau~« 
qua, Fa. 


Hose Couplings. 


New Jersey Car ay aE & Rubber 
Co., Jersey City, N. J. 


Hose Menders. 
F. E. Kohler & Co., Canton, Ohio. 


Hose Nozzles. 


New Jersey Car Spring & Rubber 
Co., Jersey City, N. J. 
Ordner Mfg. Co., Cleveland, Ohio. 


Hose Pipe. 


John W. Buckley, New York. 

F. E. Myers & Bro., Ashland, Ohio. 

New Jersey Car Sprin & Rubber 
Co., Jersey City, N.. 

New York Belting & Packing Co., 
Ltd., New York. 

Rossendale- maton npg 4 Belting & 

Hose Co., Newark, N. J. 


Hose Reels. 


New Jersey Car Speing 


& Rubber 
Co., Jersey City, N. J. 


Hose, Rubber. 


John W. Buckley, New York 
F. E. Myers & Bro., Ashland, Ohio. 
N. J. Car Spring *& Rubber Co. 
Jersey City, N. J. 
New York Belting & Packing Co., 
Ltd., New York. 
[ce Tools. 


John Chatillon & Sons, New York. 
Enterprise Mfg. Co.. Philadelphia. 
Erie Specialty Co., Erie, Pa. 
Parker Ice Tool Co., Worcester, 
ass. 
{ce Cream Freezers. 


John H. Graham & Co., N. Y. 


Insurance. 
Mutual Life Insurance Co., New 
York. 


iron. 
Bruce & Cook, New York. 


Iron Castings. 
C. H. Angus, Albany, N. Y. 


iron, Perforated. 
Harrington & King Perforating 
Co., Chicago. 
Jail Work. 
E. T. Barnum, Detroit, Mich. 


Japanning. 
C. H. Angus, Albany, N. Y. 


Keys. 
Geo. W. Nock, Philadelphia. 


Kraut Cutter. 
National Saw Co., Newark, N. J. 


Ladders. 


Berger Bror. Co., Philadelphia. 

Bicycle Step Ladder Co., Chicago. 

Coburn Trolley Track Mfg. Co., 
Holyoke 

F. E. Myers & B Seo. Ashland, Ohio. 


Lamps. 


Gee. H. Clowes Mfg. Co., Water- 
ury 


Jobn Hi, Graham & Co,, New York 


Edward Miller & Co., Meriden, 
Jonn. 

P one & Atwood Mfg. Co., New 
ork. 


Lamp Chimneys. 
Parish & Unger, New York. 


Lamp Stoves. 
Plume & Atwood Mfg. Co., New 
York. 


Lawn Fountains. 


E. T. Barnum, Detroit, Mich. 
F. E. Kohler & Co., Canton, Ohio. 


Lawn Mowers. 


Clipper Lawn Mower Co., Norris- 
Coldwell Le Lawn Mower Co., 
Bnterorize Mte,Co. Philadelphis. 
suppiee Hardware Co., Philadel- 


Underhill, Clinch & Co., N. ¥e 


New- 


Lawn Rakes. 


F. E. Kohler & OCo., Canton, Ohio. 
Onderhill, Clinch & Co., N. Y. 


Lawn Sprinklers. 


E. T. Barnum, Detroit, Mich. 

F. E. Kohler & Co., Canton, Ohio. 

Ordner Mfg. Co., Cleveland, Ohio. 

Philadelphia Lawn Mower Co., 
Philadelphia. 


Lead. ; 
Bruce & Cook, New York. 


Lead Pencils. 
Jos. Dixon Crucible Co., Jersey 


Y, Ne de 
J. D. Johnston, Newport, R. I. 


Lemon Squeezers. 


Berger Bros. Co., Philadelphia. 
Erie pecia)ty Oo.. Erie, Pa. 
John H. Graham & Co., New York. 
John Sommer’s Son, Newark, N. J. 





Levels. 


Stan’ey Rule & Level Co., New 
Britain, Conn. 
Tower & Lyon, New York. 


Lifters Automatic. 


Miner & Peck Mfg. Co., New 
Haven, Conn. 


Locks and Knobs. 


Allerton, Clarke Co., New York. 
Ameen Ring Co., Waterbury, 


Con 
amen ‘Gwent Co., Boston. 
Brass Goods Mfg. Co., Brooklyn, 


) n Safety Lock Co., Cleve- 


Champio 
. Eggleston, New York, 
Philadelphia , Chics go. 
Alfred Field & Co., New York. 
W.& _ T. Fitch Co., New Haven, 


Con 
John H. Goange 2s. New York. 
H. B. Ives & Co., New “Haven. Ut. 
James fF. Martin, Frankford, 

ng a 

o. W. Nock, Philadelphia. 

Wereath Lock Co. »Norwalk,Conn. 
Reading Hardware Co., Reading, 


Pa. 
Russell & Erwin Mfg. Co., New 
ork. 
Sargent & Co., New York and New 
aven, Conn. 
Smith & Egge Mfg. Co., Bridge- 
port, Conn. 
E. . ' Press Co., Watertown, 
we Nickel Works, Albany, N. Y. 


ter W. Woodruff & Sons, 
Mount Carmel, Conn. 











= 
* 
FOs 





Machinery. 


A. Adamson, Akron, Ohio. 
Autc matic cree Co., Bridge- 


port, Con 
Ferracute, Machine Co., Bridge- 
Miner & Peck Mfg. Co., New 
E. e ‘Stiles Press Co. , Watertown, 
The Scranton & Co., New Haven, 
Conn. 
Turner. Vaughn & Taylor Co.. 
Cuyahoga Falls, Ohio. 
wee Farrel Foundry & Ma- 


chins Co.,, Waterbury, Conn. 
J, K. Williams, Akron, Ohio, 


Machinists’ aud Machine Works. 


C. H. Albany, N. Y 
T. F. Welch & Co., ton. 
Magnolia Metal. 


Magnolia Metal Co., New York. 


Mail Boxes. 


“ G Heller & Co., Montclair, 


Mallets. 


Boston & Lockport Block Co., 
Boston and Lockport, N. Y. 

Rruce & Cook. New Vork. 

John Sommer’s Son, Newark, N. J. 

Stanley Rule & Level OCo., New 
Britain Conn. 

Heber Wells, New York. 


Masons’ Lines. 
Samson Cordage Works, Boston. 


Meat Choppers. 


John Chatillon & Song New York. 
Sutera Mfg. Co. vig hia. 
Graham & Oo ew York. 
Meat Cutters. 
Enterprise Mfg. Co., Philadelphia. 
John H. Graham & Oo., New York. 
Mechanical Rubber Goods. 
New York Belting & Packing Co., 
-« New York. 


Metal Goods. 
W. 4H. pene Mfg. Co., Brook 
lyn, N. Y. 
Metal Patterns, Work, etc. 
C. H. Angus, Albany, N. Y. 


Metals, Perforated. 
a & King Perforating 
hicago. 


Metallic Paint. 
L. D. Berger, Philadelphia. 
Bruce & Cook, New Xora. 
Metal Polish. 
J —_ Dixon Crucible Co., Jersey 


y, N.J. 
John Chatillon & Sons, New York. 


Mills. 
Enterprise Mfg. Co., Philadelphia. 


Mincing Knives. 
Enterprise Mfg. Co., Philadelphia. 


Mining Screens. 
Harrington & King Perforating 
Go, Chicago. 


Model Making. 
T. F. Welch & Co., Boston. 


Mosquito Netting. 
I. E. Palmer, Middletown, Conn. 


Motors. 


W. H. Elliott Electric Co., Cleve- 
land, Ohio. 


Moulds. 


A. Adamson, Akron, Ohio. 
J. K. Williams, Akron, Ohio. 


Nails. 


a Ring Co., Waterbury, 
onn. 

Bruce @& Cook, New York. 

Fuller Bros. & Co., New York. 

F. E. Kohler & Co., Canton, Ohio. 
Pelouze Scale & Mfg. Co. , Chicago. 
Chas, J. Stebbins. New York. 

C. C. & E. P. Townsend, New 
Brighton, Pa. 





Nall Pullers, 


The Scranton & Co., New honaeee 
Conn. 


Nail Sets. 


John H. Graham & Co., New York. 
Storm Mfg. Co., Newark, N. J. 


Needles, 


Alfred Field & Co., New York. 


Nippers. 


Alfred Field & Co., New York, 
Charles Morrill, New York. 


Nutmeg Graters. 
Kigar Mtg. Co,, Reading, Mass, 


Nuts. 


Walter W. Woodruff & Sons, 
Mount Carmel, Conn. 


Office Railings 


E. T. Barnum, Detroit, Mich. 
ey Darby & Sons, Phila. 


Oilers. 


Cushman & Denison, New York. 
Surpless, Dunn & Co., New York. 
Tower & Lyon, New York. 


Oil Stones. 


fawn 2 Runers Wrteel Co., Wor- 
cester, M 
Pike Mfg. Co. Pike Station, N. dH. 


Oil Stoves. 
Edward Miller & Co., Meriden, 


nn. 
Plume & Atwood Mfg. Co., New 
org, 


Ornamental Iron Work. 
E. T. Barnum, Detroit, Mich. 


Ovens. 


Monarch Stove Co., Mansfield, O. 
Ugen eentes Supply Co., Detroit, 
C 


Packing. 
Gould yy Co., East Cam- 
bridge, M 
N. J. Car r Spring & Rubber Co., 
Jersey Ci yo wy Oe 
New York iting & Packing Co., 
Ltd., New York. 


Padlocks. 


Ames Sword Co., Boston. 
John H. Graham & Co., , = York. 
Tower & Lyon, New York. 


Paints. 


L. D. Berger, Philadelphia. 

Bruce & Cook, New York. 

Jos. Dixon Orucible Uo., Jersey 
City, N. J. 


Paper Cover. 
“7 Paper Mills, Lockport, 


Pattern Letters. 
Heber Wells, New York. 


Pencils. 
Joseph Dixon Crucible Co., Jersey 


City, N. J. 
J. D. Johnston, Newport, R. I. 


"ae Metals. 
agsinate n & King Perforating 
Co., Chicago. 


Photo-Engraving. 
Otto Neuburg, New York. 


Pipe Cutters. 
Armstrong Mfg. Co., Bridgeport, 


Conn. 
Alfred Field & Co., New York. 


Pipe Stocks and Dies. 
Holroyd & Co., Waterford, N. Y. 


Pipe Straps. 
Berger Brcs. Co., Philadel] phia. 
Smith & Egge Mfg. Uo,, Bridge- 
port, Conn. 


Pipe Taps. 


Holroyd & Co., Waterford, N. Y. 


Planes. 
C. E. Jennings & Co. New York. 
Sargent & Co., New York. 
Stanley — & Level Co., New 

Britai 
Tower & 


Plated Ware. 
Alfred Field & Co., — a 
Luther Boardman & Son, Nas 


———y Mew York. 


Ho 
ay eport, Conn. 
gers Mf. Co., Hartford, 


Ww. E. Sweeney Mfg. Co., Brook- 
lyn, N. Y. 
Plating, Nickel, Brass & Bronze, 
C. H. Angus, Albany, N. Y. 


Pleasure Wheels. 
Strobel Mfg. Co., Marion, Ohio. 


Pliers. 
Cronk Hanger Co., Elmira, N. Y. 
Alfred Field & Co., New York. 


Plumbers’ Supplies. 
Smith & Egge Mfg. Co,, Bridge- 
port, Conn, 
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Police Equipments. Refrigerator Door Fasteners. Saws, Butchers’ Single Tube Tires. 
Tower & Lyon, New York. P. J. Conroy & Oo.. Philadelphia. John Chatillon & Sons, New York N lh Fes & Packing Co,, 
Polish. . 
Reels. Saw Sets Sink Cleaners. 


J ohn Chatillon & Sons, New York. 
J onoph Dixon Crucible Co., Jersey 


e 4 
J. L. tt & Co., New York. 


Portable Harness Shop. 
~agese L. Johnson, Cincinnati, 
hio. 
Post Hole Diggers. 
John H.Graham & Oo., New York, 
F. E. Kohler & Co., Canton, Ohio. 
Poultry Netting. 
Clinton Wire Cloth Co., Clinton, 


Edward Darby & Sons, Philadel- 


Pp 
New Jersey Wire Cloth Co., New 
York, Trenton, Chicazo, fan 


Franc 
Wright & Colton Wire Cloth Co., 
Worcester, Mass. 
Powder. 
a Du Pont, de Nemours & Co., 


n, Del. 
Lafiin & a Powder Co., New 
York. 
U. 8. Smokeless Powder Co., Ba- 
tavia, N. Y. 


Power Hammers. 
The Scranton & Co., New Haven, 
Conn. 


Printers’ and Lithographers’ 
Blankets. 


New Jersey Car Racing & Rubber 
Co., Jersey City, N. J. 


Printers’ Materials. 
Heber Wells, New York. 


Protractors. 


Brown & Sharpe Mfg. Co., Provi- 
dence, R. I. 


Pulleys. 


Boston & Lockport Block OCo., 
Boston and Lockport, N. Y. 
aunt ee Co., Cleveland. Ohio. 
rs & Bro., Ashland, Ohio. 
iz y Mig. C Co., Canton, Ohio. 
nee. Middletown, Conn. 
Balance Co., New 





Pumps. 


Boston & Lockport Block Co. 
Boston and Lockport, N. Y. 
Enterprise Mfg. Oc, Philadel hia. 
John a Graham & Oo., New York. 
F. E. ers & Bro., and, O. 
Union eater Supply Co., Detroit, 





Punches. 


Berger Bros. by Philadelphia. 
Alfred Field & Co., New York. 
Charies Morrill, New York. 

Wm. Schollhorn Co., New Haven, 


Conn. 
port, Conn. 
Railings, Brass and Iron. 


OC. H. Angus, Albany, N. Y. 

E. T. fenton. Detrott, Mich. 

a Darby & Sons, Philadel- 
Dp. 


Railroad Brasses. 
Magnolia Metal Co., New York. 


Rails, Barn Door. 
McKinney Mfg. Oo.,Allegheny,Pa. 


Raisin Seeders. 
Enterprise Mfg. Co., Philadelphia. 


Rakes. 
John 2 yy & Co., NewYork. 
F. E. Kohler & Co., Canton, Ohio. 
Fiona. Clinch & Co.. N. Y. 


Ranges. 
Monarch Stove Co.. Mansfield, 
Phillips & Clark Stove Co, Ge- 
neva, N. Y 


Rat and Mouse Traps. 
See Traps. 


Refrigerators. 
Baldwin penperater Co., Bur- 
lington, 
= = 1 ae Works, Bur- 


Mh a —. Works, 
Burlington, 


John Sommer’s Son, Newark, N.J. 


Registers. 


Berg?r Bros. Co., Philadelphia. 
Stowell Mfg. & Fdry. Uo., So. 
Milwaukee, Wis. 


Repairing Outfits. 


| ear oa a, fg Co.. . Philadelphia. 
Eugene L. Johnson, Cincinnati, 


hio 
Root res. Oo., Plymouth, Ohio. 


Rivets. 
penuer Bros. Co., seemaatphie. 
Bruce & Oook, New Y 


Clark & Cowles, Plainville, Conn. 
Cc. C. & E. = Townsend, New 


Brighton, 
Walter W. Woodruff & Sons, 


Mount Carmel, Conn. 





Roller Skates. 


Tower & Lyon, New ¥ ork, 
Union Hardware Torrington 
Conn., and New York. 


Roofing and Roofers’ Supplies. 


Benger Bros. Co. ONS a orga 
Berger, Philade lphia. 


Roof Trusses, Iron. 


Berlin Iron Bridge Co., East Ber- 
lin, Conn. 


Rubber Belting. 


N. J. Car Spring & Rubber Co., 
noo, x Belting “& Packing Co. 
ew Yor ac 
Ltd., New York. 


Rubber Mats. 
N. J. ny r pring & Rubber Oo., 


Nery, Yo k x Bating & Packing Co. 
ew Yor ac 
Ltd., New Yor 


Rules. 
Darling, Brown & Sharpe, Provi- 


dence > 
Alfred Field & Co., New York. 
gtavley Rule & Level Co., New 
Britain, Conn. 
Stephens & Co., Riverton, Conn. 


Sad Irons. 
Enterprise Mfg. Co., Philadelphia 
Sand Paper 
Baeder, Adamson — New 
York, Philnielphio Boston and 
Chicago. 


Sand Screens. 


E. T. Barnum, Detroit, Mich. 
Edward Darby & Sons, Philadel- 


Estey ae Works Co., New 
Mervin n & King Perforating 
Co., cago. 
Sash Chains 


—~" & Egge Mfg. Oo., Bridge- 
noeen & Lyon, New York. 


Sash Cord. 


Samson Cordage Works, Boston. 
Tower & Lyon, New York. 


Sash Fixtures. 
— c. & Egge Mfg. Co., Bridge- 


Queen Sash’ Balance Co., New 





York. 
Sash Locks. 
Chem ion Soeur Lock Co., Cleve- 
na, 
Rufus E. = = agri ~ AR New York, 
Ph iladelph a. Chicago. 
—— T. Fitch Co., New Haven, 
H. B. Ives & Co., New Haven, Ct. 
Reading Hardware Oo., Reading, 
Pa. 
Saws. 


E. C. Atkins & Oo., Indianapolis 
nd, 

wid Disston & Sons, Philadel- 

O. PE. J Jennings & Co., New be 


National Saw Oo.. Newar i 
Sargent & Co., New York. 


E. © Atkins & Co., Indianapolis 


Alfred Field & Co., New York. 
F. E. Kohler & Uo., Canton, Ohio. 
Charles Morrill, New York, 
Saw Tools. 
os ee & Co., Indianapolis, 


Bennett Combination Saw-Tccl 
Co., New York. 
Scales. 


John Chatillon & Sons,New York. 
Pelouze Scale & Mfg. Co.,Chicago. 
s rdware Reading, 
he 


Scoops. 
James F. Martin, Frankford, 
Philadelph'a 


Underhill.Clinch & Co., New York. 


Screens, Perforated Metal. 
Harrington & King Perforating 
cago. 
Screen Plates, Punched. 
ere & King Perforating 
cago. 


Screens, Wire. 


E. T. Barnum. Detroit, Mich. 
Edward Darby & Sons, Philadel- 


phia. 
Sitkels & Nutting Co., New York. 


Screws. 
Franklin 8S. Miles, Philadelphia. 
Walter W. Woodruff & Sons, 


Mount Carmel, Conn. 


Screw Cutting Tools. 
Holroyd & Co., Waterford, A. Y. 


Screw Drivers. 


John H. Graham & Co., New York. 
Sargent & Co., New York. 
Stanley Rule ‘& Level Co , New 
Britain, Conn. 
Tower & Lyon, New York, 
Tuck Mfg. Co., Brockton, Mase. 
Screw Plates. 


Alfred Field & Co., New York. 


Scythe Stones. | 
Mleveland Stone Co., Cleveland, O. 
Pike Mfg. Co., Pike Station, N. H. 

Shade Lines. 

Samson Oordage Works, Boston. 


Shears and Scissors. 


Alfred Field & Co., New York. 
- Heinisch’s Sons Oo., Newark, 


ws 
J. Wiss & Sons, Newark, N. J. 


Sheaves. 
Boston & eet Block Co., 
Boston and Lockport, N. Y. 
Sheet Brass. 
Waterbury Brass Co., New York. 


Sheet Steel. 
Dunbar Bros., Bristol, Conn. 


Shelf Boxes. 
W. C. Heller & Co., Montclair, 


Henry H. Sheip & OCo., Philadel- 
phia 


Shelf Brackets. 
Atlas Mfg. Co., New Haven, Conn. 


Shovels. 
Sickels & Nutting Co., New York. 
John Sommer’s Son, New ark, N.J. 
ed, Nickel Works, Albany, N.Y. 
erhill, Clinch & Oo., N. Y. 


Signs. 
Aluminum — & Novelty Co., 
Columbus, O 


Silver Ware. 
Luther Boardman & Son, East 
Haddam, 


artford 
and Nor wich, =~ eH - Taunton, 
Mass. 


John W. Sudlow, Brooklyn, N. y, 


Skates. 


John H. Graham & Co., New York. 

Surpless, Dunn & Co., New York. 

Underhill, Clinch & Co., N. Y. 

— Hardware Oo., Torrington, 
nn. 





Skate Sharpeners. 


Tower & Lyon, New York. 
Union Hardware Co., Torrington 
Conn. 


Skewers. 
John Chatillon & Sons, New York. 


Slaw Cutters. 


Enterprise Mfg. Co. of Philadel- 
phia, Philadelphia. : 


Solder. 


Perger Bros. Co., Phi'adelphia. 
Bruce & Oook, New York. 


Snow Shovels. 
Underhill, Clinch & Co., NewYork, 


Spades. 
Underhill, Clinch & Oo., New 
York. 


Spark Guards. 
ay Darby & Sons, Philadel- 


phia. 
Harrington & King Perforating 
Co., Chicago. 


Speaking Tubes. 
Berger Bros. Co., Philadelphia. 


Spelter. 
Bruce & Cook, New York. 


Spoke Shaves. 
Alfred Field & Co., New York. 
Stanley Rule & Level Co., New 
Britain, Conn. 


Springs. 
Wallace caxnee, Bristol, Conn. 
John Chatillon & Sons, New York. 
Clark & Cowles, Plainville, Conn. 
Dunbar oy Bristol, Conn 
= & Van Winkle Co, Bicash- 


N. Y. 

New rersey Car Spring & Rubber 
ersey City, 

New Yo Yor elting & ‘Packing Co., 


ork. 
Tuck Mine Co., Brockton, Mass. 


T. F. Welch & ‘Co., Boston. 


Spring Hinges. 
Bommer Bros., Brooklyn, N. Y. 
Van Wagoner & Williams Hard- 
ware Oo., New York. 


Squares. 


Sargent & Co., New York. 
Sta.ley Rule & Level Co., New 
Britain, Conn. 


Stable Fixtures. 


E. T. Barnum, Detroit, Mich. 
— Darby & Sons, Philadel- 
Pp 


Stairs, Iron. 
E. T. Barnum, Detroit, Mich. 


Stair Nosings. 


New Jersey Car 9 | & Rubber 
Co., Jersey City, N. 


Stamping. 
Clark & Cowles, Plainville, Conn. 


Cleveland Machine Screw Co., 
Cleveland, Ohio. 
Staples. 
Walter W. Woodruff & Sons, 


Mount Carmel, Conn. 


Statuary. 
E. T. Barnum, Detroit, Mich. 


Steel Goods. 


Waterbury Farrel Foundry & Ma- 
chine Co., Waterbury, Conn. 


Steel Hinges, Spring. 
Bommer Bros., Brooklyn, N. Y. 


Steel, Perforated. 
Harrington & King Perforating 
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Step Ladders. 
Bicycle Step Ladder Oo., Chicago. 





Stocks and Dies. 
Armetzeng Mfg. Co., Bridgeport, 
n. 
alfred Field & Co., New York. 


Holroyd & Co., Waterford, N. Y. 
F.E Myers & Bro., Ashland, Ohio. 


Stoves. 
Edward Miller & Co,, Meriden, 
Conn. 
Monarch Stove Co., Mansfield, O. 
Phillips & Clark Stove Co., Ge- 
neva, N. Y. 
Plume & Atwood Mfg. Co., New 
York. 
Stove Mittens. 
Diamond Hardware Co., Boston. 


Stove Polish. 
Joseph Dixon Crucible Oo., Jersey 


City, N. J. 
J. L. Prescott & Co., New York. 


Stove Trimmings. 
Troy Nickel Works, A'bany, N.Y. 


Stove Trucks. 

See Trucks, Stove. 

Stones, Scythe, Oil, Etc. 
Cleveland Stone Co., Cleveland.O. 
Pike Mfg. Co., Pike Station, N. H. 

Strapping Belts. 

Ame3 Sword Co., Chicopee, Mass. 


Strops, Razor. 
Alfred Field & Co., New York. 


Structural Iron Work. 


Berlin Iron Bridge Co., East Ber- 
lin, Conn. 


Swings. 


Dain Mfg. Co., Carrollton, Mo. 
Strobel Mfg. Co., Marion, Ohio. 


Tackle Blocks. 


Boston & Lock port Block Co., Bos- 
ton and Leckport, N. Y. 

Burr Mfg. Co., Cleveland, Ohio. 

Ney Mfg. Co. Canton, Ohio. 

Union ware Co., Torrington 
Conn 


Tack Pullers. 


Alfred Field & Co.. New York. 
F. J. Hall Co., Wallingford, Conn. 


Tailors’ Irons. 
> Ng Supply Co., Detroit, 
ch. 


Tape Measures. 


Alfred Field & Co., New York. 
Keuffel & Esser Co., New York. 
Waterbury Brass Co., New York. 


Taps and Dies. 
Holroyd & Co., Waterford, N. Y. 


Tiling. 
New York Belting & Packing Co., 
Ltd., New York. 
Tinning. 
O. H. Angus, Albany, N. Y. 


Tin. 
L. D. Berger, Philadelphia. 
Bruce & UOook, New Xora. 


Tin, Perforated. 
Harrington & King Perforating 
Oo., 


Tin-Plate. 
Bruce & Oook, New York. 


Tires Rubber. 
New York Belting & Packing Co., 
New York 


rk. 

Whitman & Barnes Mfe. Co., New 

York. Cincinnati, Chicago, Kan- 
sas Oity. 


Toilet Paper. 
A. P. W. Paper Co., Albany, N. Y. 


Tools. 
Anais Mfg. Oo., Bridgeport, 
nn. 
E. C. Atkins & Co., Indianapolis, 
nd. 
Cleveland Twist Drill Co., Cleve- 
land, O. 
Coes Wrench Oo., Worcester, 


ass. 
Darling, Brown & Sharpe, Provi- 
dence, “ 
Detrot Twist Drill Co., Detroit, 


ch. 
Alfred Field & Co., New York. 
Hammacher, Schlemmer & Co. 

New York, 

Holroyd & Co., Waterford, N. Y. 
OC. E. Jennings & Co., New York. 
Snell Mfg. Co., Fiskdale, Mass. 
Seantend Tool Co., Cleveland, O. 
eae Rule & Level Co., New 


Britain Conn. 
Sickels & Nutting Co., New York. 
Tuck Mfg. Co., Brockton, Mass. 
Underhill, ch & Co., New 


ork. 
Whitman & Barnes Mfg. Co., 
New York, Cincinnati, Chicago, 
Kansas City. 





Traps. 


Burditt & Williams, Boston, Mass. 
—_ Darby & Sons, Philadei- 


Pp 
Estey Wire Works Co., New York. 
John H. Graham & Co., New York. 
Smith & Egge Mfg. Co., Bridge- 
port, Ct. 


Trowels. 
BC, Atkins & Co., Indianapolis, 
Henry Disston & Sons, Philadel- 
a. 
altred Field & Co., New York. 
C. E. Jennings & Co., New York. 
F. E. Kohler & Co., Canton, Ohio. 
National Saw Co., Newark, N. J. 
Trucks, Store. 
Boston & Lockport Block Co., 
i ] rt. N. 


sock po ‘ 
John Chatillon & Sons, New York. 
John H. Graham & Co., New York. 











Tubes, Seamless Drawn. 


O. T. Williamson Wire Novelty 
Co., Newark, N. J. 


Tubing ° 


New Jersey Car Spring & Rubber 
Co., oreey y,N.J. 

New York Belting & Packing Co., 
Ltd., New York. 

Pope Tube Co., Hartford, Conn. 


Waterbury Farrel Foundry & Ma- 
chine Uo., Waterbury, Conn. 


Valves. 


Berger Bros. Co., Philadelphia. 

F. E. Myers & Bro., Ashiand, Ohio. 

New Jersey Car Spring & Rubber 
Co., J oe Se N 


New York Belting & Packing Co., 
.. New York. ing 
Varnishes. 


Chas. H. Gillespie & Sons, Jersey 
City, N. J., Glasgow, Scotland. 


Vases, Flower. 


E. T. Barnum, Detroit, Mich. 
ey Darby & Sons, Philadel- 
phia. 


Ventilators. 


Berger Bros. Co., Philadelphia. 
Pancoast Ventilator Co,Inc.. Phil- 
adelphia. 


Vises. 
7: "oe Mfg. Co., Bridgeport, 


nn. 
Alfred Field & Co., New York. 
—_" Iron Works, Buffalo, 


Tower ‘& Lyon, New York. 
Van Wagoner & Williams Hard- 
ware Co., New York. 


Wagon Jacks. 
Boston & Lockport Block Co., 
Boston and ae N. Y. 
Lane. Brothers, Poughkeepsie, 


Wagon Umbrellas. 
Syeagus Umbrella Co., Norwalk, 
Ohio. 


Washers, 


Clark & Cowles, Plainville, Conn. 

New Jersey Car Spring & Rubber 
Co.. Jersey City, N. .J. 

Walter W. Woodruff & Sons, 
Mount Carmel, Corn. 


Washing Machincs. 
Strobel Mfg. Co., Marion, Ohio. 
Anthony Wayne Mfg. Co., St. 
Louis, Mo. 
Watchman’s Clocks. 
Nanz & Co., New York. 


Wax Tapers and Torches. 
Union Heater Supply Co., Detroit, 
Mich. 


Wheelbarrows. 


Bryan Mfg. Co., Bryan. Ohio. 
Kilbourne & Jacobs Mfg. Co., Col- 
umbus, O. 


Window Guards, Punched. 
Harrington & King Perforating 
Co., Chicago. 


Window Lines, Pulleys, ete. 
Samson Cordage Works, Boston. 


Window Screens. 
ee Darby & Sons, Philadel- 
a 


phia. 
Estey Wire Works Co., New Vork. 
John H. Graham & Co., New York. 


Wire, Manufacturers. 
Berger Bros. Co., Philadelphia. 
B New York. 


c ‘ 

Waterbury Brass Co., New York. 

Waterbury Farrel Foundry & Ma- 
chine Co., Waterbury, Oonn. 

Wright & Colton Wire Cloth 
Worcester, 


Wire Oloth. 


E. T. Barnum, Detroit, Mich. 
Clinton Wire Cloth ., Clinton 


a may Darby & Sons, Philadel- 
Eatey Wire Works Co., New York. 
New Jersey Wire Cloth Co., New 

York, nton, Chicago, San 


Francisco. 
Wright & Colton Wire Cloth Co., 
Worcester, Mass. 





Wire Goods Manufacturers. 


E. T. Barnum, Detroit. Mich. 
Edward Darby & Sons, Philadel- 


Pp 
Estey Wire Works Co., New York. 


Fuller Bros. & Co.,.New York. 


New Jersey Wire Cloth Co., New 
York, enton, Chicago, San 


Francisco. 
T. F. Welch & Co., Boston. 
Wright & Colton Wire Cloth Co. 
Worcester, Mass. 


Wire Gates, Fences and Fencing. 


E. T. Barnum, Detroit, Mich. 
ae Darby & Sons, Philadel- 


h 
WwW: ht & Colton Wire Cloth Co. 
orcester, Mass. 


Wire Lathing. 
Edward Darby & Sons Philadel- 
phia. 


Wire Nails. 


Bruce & Cook, New York. 

Fuller Bros. & Co., New York. 
. C. & E. P. Townsend, New 
Brighton, Pa. 


Wir e Work. 
Edward Darby & Sons, Philadel- 
phia. 


. 


Woodenware. 
John Sommer’s Son, Newark, N.J. 


Wrenches, Manufacturers. 
Armstrong Mfg. Co., Bridgeport, 
Jjonn 


Best Wrench Co., —— 
ee Wrench Co., orcester, 


ass. 

Alfred Field & Co., New York. 

John H. Graham & Co., New York. 

F. E. Myers & Bro , Ashland, Ohio. 

J. H. Seed. New Vork. 

Smith & Egge Mfg. Co., Bridge- 
port, Conn. 

Tower & Lyon, New York. 

Whitman & Barnes Mfg. Co., New 
York, Cincinnati, Chicago, Kan- 
sas City. 


Wrought Butts. 
Bommer Bros., Brooklyn, N. Y. 
“as Hardware Co., Reading 
a. 
Zinc. 
Bruce & Cook, New York. 


Zinc, Perforated. 
Harrington & Ki P 
_ td ng Perforating 








New 


TRENTON, 
NEW JERSEY. 


MANUFACTURES 


THE ROEBLING STANDARD WIRE LATHING, 
“JERSEY” POULTRY NETTING add FARM FENCING, 


PAINTED AND GALVANIZED WINDOW SCREEN CLOTH. 
AND EVERY KIND OF 


1RON, STEEL, BRASS AND COPPER WIRE CLOTH. 


117 and 119 Liberty Street, 


HEW YORE. 


171 and 173 Lake Street, 


CHICAGO, 


Jersey Wire Cloth Co. 


25 and 27 Fremont Street 
SAN FRANCISCO 
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HARDWARE BUYERS’ 
ALPHABETICAL 


a 

A. P. W. Paper O0...ccescees eevee 4 
AGAMBON, A... scccccecssessesseeeeedh 
Bbins, ©. Te. cccccccccccccccccccccces & 
Allerton-Clarke Oo.... ovccecl® 
Aluminum Sign & Novelty Co....14 
American Ring Co........ ........11 
American Shearer Mfg. Co........50 
Ames & Frost Co.,....... 

Ames SwWOTd CoO. ..cccscsceese sevveste 
Angus, O. H..rccccesssecsscceseseeeld 
Arcade File Works, .....see00000++89 
Arcade Mfg. 00.....000 sessessesees 2 
Armstrong Mfg. O0.....ssesesesesel4 
Atkins (E. ©.) & Oo... .cescscsceveeeld 
Atlas Mfg. Co...ccccccccvecseveeses L 
Ausable Horse Nail Co.........55. 2 
Automatic Machine Co............10 


B 
Baeder, Adamson & C0...sseeseeee 5 
Baker Mfg. Co.......+++: 
Barnes, Wallace....ssccsssesssssees 2 
Barnett (G. & H.) Co...sesseeeeees. 42 
Barnum, Bi. T.cccccccccvccccccscccs 2 
Bennett Combination Tool Co. ...44 
Berger Bros Co....scssssvcescvssees @ 
Berger, Le. D..ccccccccccccccccccccecOs 
Berlin Iron Bridge Co.........++5: 17 
Best Wrench Oo......... peeeocesees 11 
Bicycle Step Ladder Co............48 
DESNSW. So Fe ccococccess 
Bissell Carpet Sweeper Co.........49 
Boardman (Luther) &Son.........36 
Boston & Lockport Bl3ck Co......41 
Brass Goods Mfg. Co......seseee0-.'2 
Bridgeport Chain Co........606 »» 48 
Batatel Bell Oe.cccccccceccccccccce AB 
Brown & Sharpe Mfg. Co...... ... 1 
Bruce & Cook ..sesecscccsccecsesessls 
Bryan Mfg. Co.....sees: 
Bryden Horre She Co.........000s 16 
Buckley, John W 
Burditt & Williams......... asl 
Burr & Houston Co...... 
BREE BERG. Goce cccccccccccccccces »os 8 
Burr Mfg. Co....,.seecesss 
Burrows, F. S..ccccsccesssees 


seoenesoounel 


Cc 

OCapewell Horse Nail Co...... 
Chatillon (John) & Sons....... ...45 
Clark & Cowles.....cssscossssessee O 
Cleveland Stone Co...cscsscscesees 7 
Cleveland Twist Drill Co..... 
Clinton Wire Cloth Co.........++..71 
Clipper Lawn Mower Co........... 9 
Clowes (Geo. H.) Mfg. Co 

Coburn Trolley Track Mfg. ~o.... 6 
Coates Clipper Mfg. Co............10 
Codling Mfg. CO.......seeeeesceess 43 
Coes Wrench Oo...cscccssesscsecees 7 
Coldwell Lawn Mower Co......... 9 
Conroy (P. J.) Co.cssccseccsseseees 48 
Covert Mig. 00. cesseceseeeeseeee. 46 
Cronk Hanger O0.,....secsessesese. 16 
Cushman & Denison.......00000++.30 


D 
Dain Mfg, | SEPT TTT TTT T TTS 








Darby (Edward) & Sons ...........71 
Darling, Brown & Sharpe...... a 8 
Dean Linseed Oil Co. ,...00.00005..60 
De Haven Mfg. Co.....sesee0e peocsee 
Detroit Twist Drill Co............. 5 
Diamond Hardware Co,......+++..36 
Disston (Henry) & Sons........:++. 5 
Divine Bros.... 
Dixon (Jos.) Crucible Co....0..s0000 5 
Doughty (J.) & Co 

Dunbar Bros 

Du Pont (E. I.) de Nemours & Co. 3 


eueendésensnnsesvesnss’é O 


E 
Eclipse Refrigerator Co........... 
Edgar Mfg. Co 
Eggleston, Rufts E..... obsoeneeeia 72 
Elliott (W. H.) Electric Co........ 
Enterprise Mfg Co. of Pa.......... 
Erie Specialty Co...... cccccccoceee 
Estey Wire Works Co...sesseseees 


FE 
Ferracute Machine C>.,...esse0++: 6 
Field (Alfred) & Co.....+.5+. pecess 48 
Fitch (W. & E. T.) Co 
Fuller Bros. & Co 


Goodell Co... 

Goshen Sweeper Co..... 

Gould Packing Co........ 20000 sees 
Graham (John H.) & Co.......6... 
Graham-Woodward Equip‘t Co.. .43 


H 
SNE, PEM Biv ccvcvwcceseescccesss 36 
Hammacher, Schlemmer & Co...34 
Hanson & Van Winkle Co........ 6 
Hardwaremen’s Exchange.,.......£0 
Hardware Pablishing Co 
Harmon, S. H..... peseneoeeseceees 71 
Harrington & King Perforating 
OO. cocccccccccccccces PTTTITITT TT Te 62 
Harrington & Richardson Arms 
veces 15 
Hartley & Graham.......sccssescee 1 
Heinisch’s (R.) Sons Co 
Heller (W. C.) & Co...cccssecceeses 
Hill Dryer Co 
Holmes & Edwards Silver Co 
Holroyd & Co..,... 
Howard Chainlers Cycle Co. ...... 
Howard Iron Works 


l 
Ives (H. B.) & Dv cusctsve 


J 
Jacob, A. N..ccccesees eccccccce 
Jennings (C. E.) & Co..sssesseeeess 
Johnson, Eugene L 
Johnston, J. D..ssceeees 


K 
Kearney & Foot Co....seseseseeees09 
Keuffel & Eszer “o......... se eeeees 0 
Kilbourne & Jacobs Mfg. Co 
Kimball Bros.....sscoscsseccsseesesdd 
Kohler (F. E ) & Co. .ccccssecccvess 46 


L 
Lancaster Mach. & Knife Works. 34 
Lane Brothersiecererececceeeeenvees @ 


Lafiin & Rand Powder Co......... l 
Laflin & Rand Powder Co.........d2 
I es Giic ccctevee-voekeces E2 


Magnolia Metal Co.......sseeeseees 1 
Magnolia Metal Co......... 

Marks (Geo. P.) & Co... TT TT 
Martin, James F...... vweteemiateeue 
Mayhew (H. H.) Co..... 

McCarty (J. C.) & Co..... 
McKinney Mfg. Co....sceseeseeeess 18 
Miles, Franklin S.....ccsccceeceees 3 
Miller (Edward) & Co.......++++..48 
Miller & Van Winkle..... 
Miner & Peck Mfg. Co........... 12 
POMGDUEE, Tes WH ccevcccccevececosses 14 
Morrill, Charles.........+. pecnssées 13 
Morze,N. A 

Mutual Life Insurance Co 

Myers (F. E.) & Bro..sscscsccereveelt 


eseeeeeeee 1 


N 
Name & Oowecccccccccccccccepoccccce 4 
National Horse Nail Co........... 14 
National Saw OCo.... 
National Specialty Mfg. Co....... 6 
Neuburg, Otto........ cccccces 
New Departure Bell Co.... 
N. J. Car Spring & Rubber Co..... 1 
New Jersey Wire Cloth Co 
New York Belting & Packing Co. .33 
New York Stamping Co..... occovedl 
NOP BERG. Orc cccccccsccccccccccccs 3t 
Niayara Paper Mills 
Nicholson File Co.... 
Norton Door Check & Spring Co, 18 
Norton Emery Wheel Co 
Norwalk Lock Co 


sieseevesenseseel 


@eeeeeseeeeeeete 3 


Ordner Mfg. Co 


Palmer, I. E 

Pancoast Ventilator Co., Inc 
POEROE 100 TOOl OOicccccccscccccces 
Pastime Lawn Mower Co.......... 
Patterson, Harral & Gray 
Pelouze Scale & Mfg. Co 
Pennsylvania Wire Works 
Phillips & Clark Stove Co 

Pike Mfg. Co 

Planet Mfg. Co 

Plume & Atwood Mfg. Co..,....... 
Pope Tube Co 

Prescott (J. L.) & Co 

Patnam Nail Co 


Quen Sash Balance Co............ 
Quincy Hardware Mfg. Co........ 


R 

Reading Hardware Co 
Rodgers (Joseph) & Sons..........48 
Rogers (Wm.) Mfg. Co........000.-48 
Rossendale Reddaway Belting & 

BD iivccctcsccsctecesecs seovcesee 
Root Bros. Co 
BD GH Ba sdcsnccncesidsusecns 50 
Russell & Erwin MEG. COreesersnnedi 


DIRECTORY. 
INDEX TO ADVERTISERS. 


Ss 
Samson Cordage Works........... 1 
Sargent & Co...... 
Schollhorn (Wm.) CO,.......000. 
Seed, J. H.... 
Sheip (Henry H.) & Co....... 
Sickels & Nutting Co........... ore 
Sickels, Preston & Nutting Co.,,,15 
Silver Mfg. Co..cccssccscvecsseseveskd 
Slocomb (J. T.) & Co... 
Smith & Egge Mfg. Co..seeeees: 04.18 
WemGll BEGG. OOsecccccsescccccsscccses 1g 
Sommer’s (John) Son......5++005..72 
Speidel, J. G....... veld 
Sprague Umbrella Co.,. ...........14 
Standard Tool Co...... 
Stanley Rule & Level Co..........85 
Stanley Works 
Starr, P. H 
Stebbins, Chas. J..ssccccsecssessees & 
Sterling Emery Wheel Co.... ....10 
BtepMens BG “Gossecocveresscesscceed 60 
Stiles (&. 8S.) Press Co 
Storm Mfg.Co.... PTTTTTT TTT 
Stowell Mfg. & Fdry. Co 
Strobel Mfg. Co 
Sudlow, John W...... 
Supplee Hardware ©o........ sbese ee 
Surpless, Dunn & Co 
Su eeney (W. H.) Mfg. Co 


eeeeeeeeeeese 1 


eeseeeeeeeeeene 1 


T 

Taylor's (Geo. F.) Sons......++++++-41 
The Scranton & Co... recesesseseess lL 
Tower & LyOD.weerseccsscscseevecesecde 
Townsend, C. C. & E. P....... 

Troy Nickel WorkS.......sseeesess 
TaGk Mig. Cee. cccvecccoscccaseccescee 
Turner, Vaughn & Taylor Co.,,..10 


U 
Underhill, Clinch & Co,,........... 
Underhill, Clinch & Co..... 
Union Hardware Co.......+.008:- 
Union Metallic Cartridge Co...... 1 
U. 8. Smokeless Powder Co 


Vv 
Van Wagoner & Williams Hdw. 
Co eeeeeeveeeee eeeeeeees 


Ww 
Warner Elevator Mfg. Co.....++++ 5 
Waterbury Farrel Foundry & Ma- 
CRINGE OO. ccvcescecese ebavetbeveees 7 
Waterbury Brass Co......cseeseees 43 
Wayne (Anthony) Mfg. Co 
Welch (T. F.) & Co.......5. 
Wells, Heber....... eccccesoces cones 
Whitman & Barnes Mfg. Co..,....4l 
Williamson (C. T.) Wire Novelty 
OB susiosves occevecesseseseteceseess 2 
Williams J. K....... 
Wiss (J.) & SONS. ...cceccescvevevees 
Woodruff (Walter W.) & Fons....39 
Wright & Colton Wire ClethCr..71 


Y 
Yale & Towne Mfg, Ca .cesereres OY 
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Teeth 


are the important parts of a file. Of course the material must be good and the 


at te 


temper right; but take two or three makes of files, equal in other respects, and 
the one with the BEST TEETH does the most work. | 
‘And what are the best teeth ? 


we “<2 


SSSSSSSSSsSssSss 


For many years English hand cut files were beyond question the best. 
They also cost twice what machine cut files did, but in spite of this fact they 
were used by those who believed that the best was the cheapest in the end. 


As. nearly every mechanic knows, the peculiarity of a hand cut file is the uneven 


ge @~O~d See “a i ~ . O~ de a ee - — 
SP —2—~2>I—s ~~~ ~~~ 2—_—?—~?—~?—~? ~~? ~? ~?—~P 


HAND-CUT FILE MAGNIFIED FIVE TIMES. ARCADE INCREMENT-CUT FILE MAGNIFIED FIVE TIMES. 


spacing of the teeth, which for some reason never discovered, take hold of a 
metal better than a machine cut, the latter being by the very process of manu- 
facture evenly spaced, 

The Weed Increment Cut, used on all Arcade Files, produces teeth 
which cannot be distinguished, either in appearance or in work, from hand cut, 


and which have been mistaken for hand cut by workmen when the mark was 


P ; a5, = ty , tee %s ul a “ . le ‘Le KS 
SPP PPP PPP? PP??? 


erased, and used as such. 


~ 


Won't it pay you to use the best in your work when the best costs no 
more than the next best? Then let us send you a sample order of Arcade files 
to try. They will cost you nothing unless they cut better and wear longer than 


any other file in the market. 


The Arcade File Works, 


New York: Works: Chicago: 
97 Chambers St. Anderson, Ind. 118 Lake St. 
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IMPORTANT 
INJUNCTION DECISION. 


We beg to inform users of bearing metals and the trade generally that on the 20th of April, 1898, in the United States 7 
Circuit Court for the Southern District of New York, before the honorable William J. Wallace, Circuit Judge, we secured a 
PERMANENT INJUNCTION against Benjamin and Moses Lowenstein, trading as B. Lowenstein & Brother and as the 
Nassau Smelting & Refining Co., New York, restraining them from offering for sale or advertising ‘‘ MONGOLIA ANTI- 
FRICTION METAL.” | 


This is a fac-simile of the bar of metal which was being put out by this firm: 
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The following is an extract from the decree of Judge Wallace, which speaks for itself: 


“ORDERED, ADJUDGED and DECREED That the complainant, the Magnolia Metal Company, 
is the owner of a good and valid trade-mark consisting of the word ‘ Magnolia’ as applied to anti-friction metals 
and alloys made and sold by it and is entitled to the sole and exclusive use thereof, and that the defendants, 
Benjamin Lowenstein and Moses Lowenstein (trading as the Nassau Smelting & Refining Co.) have by the use 
of the word ‘MONGOLIA’ upon anti friction metal made and sold by them, violated and infringed upon the 
exclusive rights of the complainant, in the premises and it is further ORDERED, ADJUDGED AND DE- 
CREED that the defendants, Benjamin Lowenstein and Moses Lowenstein, and each of them, their and each 
of their attorneys, agents, servants, clerks, salesmen and employees and each of them, and all persons acting 
under them or their authority, be and they hereby are PERPETUALLY ENJOINED AND RESTRAINED 
from infringing the complainant’s said trade mark and rights; and FROM MARKING, DESIGNATING 
OR ADVERTISING an anti-friction or other like alloy or metal as ‘MONGOLIA,’ and from using on any 
alloy or metal for anti-friction or like purposes or in conjuncture with manufacture or sale thereof the word 
‘MONGOLIA’ or any other word calculated to deceive the public by a like close imitation of the complainant’s 
trade mark ‘MAGNOLIA,’ and it is further ORDERED, ADJUDGED AND DECREED that the complain- 
ant recover from the said defendants as well the damage sustained in or by reason of said infringement as the 
profits, gains and saving made or realized by the defendants thereby.” 
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BEWARE OF FRAUDULENT IMITATIONS. 


The great success of Magnolia Metal as a journal bearing for all classes of mechanical work has caused numerous com- 
petitors and rivals during the past 12 years since Magnolia Metal was first put on the market, to offer imitations of Magnolia 
Metal, claiming them to be ‘‘the same as Magnolia Metal,” ‘‘as good as Magnolia Metal,” etc., etc. We have investigated 
a number of such cases that have come under our notice and have invariably found them to be frauds, and believing that 
few people countenance such methods or practices, we desire once more to warn users of babbitt metal and dealers generally 
to beware of all such attempts and fraudulent imitations of Magnolia Metal which are not only an injustice to us but also to 
the party who may be thus imposed upon. 


BE SURE THAT YOU CET CENUINE MACNOLIA METAL. 


Magnolia Metal is made up in bars of which this is a fac-simile; 











‘* Manufactured in U. S.,” are stamped upon the under side of each bar. 


MAGNOLIA METAL is for sale by Hardware and Mill Sapply Dealers gencrally throughout the United States 
and Canada and by special selling agents at all principal distribating points throughout the world. 


MAGNOLIA METAL CO., 


Owners and Sole Manufacturers, 


266-267 WEST STREET, NEW YORK. 


59-60-61 Traders’ Bailding, CHICAGO. 
49 Queen Victoria St., LONDON, E. C. 
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the NAME and TRADE MARK appear on each box and bar, and besides this the words ‘‘ Patented June 3, 1890,” and | ‘ 
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j H. H. Mayhew Co., Shelburne Falls, Mass., U. 8. A.|\ Sener: 2 





HARDWARE “7 





|CLINTON WIRE CLOTH CO. 


Manufacturers of every description of 


WIRE CLOTHS, 


“Silver Finish” Galvanized Poultry Nettings, Painted Window Screen Cloth, 


Farm Fence, &c. 
Products of this Company are everywhere accepted as STANDARD. 





WRIGHT & COLTON WIRE CLOTH CO. 
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WIRE ee en Tinned and Galvanized, 
also Solid Copper Wire, 


= TFA nm —{ Riddles, Coal and Sand Sereens Galvanized Plothes Lines, Conductor, Strainers, etc. 
ae akc dag Pactories: Palmer, Mass. GENERAL OFFICE, WORCEATER, MASS. 


HARD® STEEL-WIRE 
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iS. H. HARMAN, © scscrscronss or BLOOMSBURG, PA. 
| o=ce Curry Combs and Sheet Metal Goods. . . 
: | Ee 
: 











Worcester, Mass. WESTERN BRANCH,» CHICAGO. ILI. 
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Solid Steel Spout Machine Oilers and Koller Skates. 
ewitioaytowere —- SURPLESS, DUNN & Co., 


us for samples 
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55 Warren St.,NEW YORK. j 
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PENNSYLVANIA WIRE WORKS: 


“EDWARD DARBY & SONS: 


235-235 ARCH ST- PHILA-PA- 
MANVFACTURERS OF 
s ACAVY MINING BRASS.COPPER,STEEL @IRON WIRE CLOTH - 
*COAL & SAND SCREENS: SIEVES OFALL KINDS - 

















' Turret Head Glass Gutters. 


ORDERS 
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GALVANIZED 


(Patented March 31, 1896 ) a Pump Cubing. 
SIX CUTTERS. Carefully Hardened, Ground and Tested hefore mounting. : Better than wood tubing because clean, 


wholesome, light and indes:ructible. In lengths 


Nickeled Frame, Rosewood Finish Handle, | sal eS 
, | Quincy HARDWARE Mec. Co., 














WINDOW VENTILATING BOLT. 





Leaders with the Hardware Trade. 
Thirty page Catalogue mailed free. 
Manufactured only by 


HOBART B. IVES & CO., 


New Haven, Conn. U. S. A. 





WINDOW STOP ADJUSTER. 


Window Hardware Specialties. 
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Automatic Lifters, &c. 
MINER & PECK MFC. CO., 
419 Chapel St., New Haven, Conn, 











AUTOMATIC 
SASH LOocK 
(PATENTED.) 





IT LOCKS 


as the window is closed, 
— springs. Write for 








RUFUS E. EGGLESTON, Sole Man‘. 











MANUFACTURERS OF 


Endless Silk 





Correspondence Solicited. 














that Sattalites 
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ZZ AMES SWORD CO., 


CHICOPEE, MASS. 


Strapping Belts, « 


580-581 Mutual Life Building, Philadel . Pa. 
1133 Broadway, St. James Bldg., New York City. 
764 Monadnoc 





Block, Chicago. 








JT PAS NO EQUAL 
FOR THE PRICE. 
JOHN SOMMERS SOM 
Meee 30S (Ewrear Ave. 
NEWARK, N.S. 







Discounts Quoted. 
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CAPEWELL HORSE NAILS 





Tensile strength one-half greater 


than that of any other nail made. 











MADE BY 














The Capewell Horse NailCo., Hartford, Conn. 















Inc. 1895. 
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Twelve Special 
Medals Grand 

Prize 
at International Gold Medal at 


Atlanta, 1895. 


eG. & nl BARNETT COMPANY, 


Philadelphia, Pa. 


ART 
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SPRING HINGES 


.. ARE THE BEST 
‘PRACTICALLY UNE 
SAYS THE WORLDS FAIR AWARD. 
mapt OF WROUGHT STEEL .BRONZE &* BRASS rin 























: : Factory 351-353 Jay St., Brooklyn, N.Y. 





megighhhcnw ne bene Drill “« 





We make the BEST drills on the market. 


New York Office, 
99 Reade Street. 
Cc. I. MARKHAM, Man. 


SPRING 
HINGES 





Office and Factory, 
Cor. Lake and Kirtland St., 


Cleveland’ O. 
£ G4. NT 


GE 


OF SUCCESS. 


OUR NEW CATALOGUE SENT ON REQUEST. 











VanWagoner & Williams Hdw. Co. 


Cleveland, Ohio. 
New York Office, i4 Warren St. 
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